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Re: PCB & MIREX FISH DATA INVENTORY 



This report is an inventory of PCB/Mirex data on Ontario fish. 
The fish collections were made by the Ministry of Natural Re- 
sources and the analyses were carried out by the Ministry of 
the Environment. Excluded from the report are summaries of 
fish collections for which no length or weight data was avail- 
able, or which were too small to be statistically significant. 

The data has been organized according to Ministry of the 
Environment regions. Data on the Great Lakes has been presented 
to reflect the statistical districts defined by the Ministry of 
Natural Resources. 

The inventory will be updated on a yearly basis to incorporate 
new data. 

Yours truly , 
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Director 



Ronan 







AN INVENTORY OF PCB AND 

MIREX LEVELS IN ONTARIO 

SPORTS FISH 



Pest. -7801 
Project: G.C. 7801 



by : 

G. Crawford 

and 
R. Brunato 



May, 1978 



IJDEX 



Summary 1 

Introduction 2 

Data Presentation 3 

Species List 4 

Locations : 

Southwestern 6 

Central 7 

Southeastern 9 

Northeastern 10 

Northwestern 11 

Lake Ontario 12 

Lake Erie 13 

Lake Huron 14 

Lake Superior 15 

Data Summaries 16 



- 1 - 



SUMMARY ; 

This report is an inventory of the PCB/Mirex Data currently 
available at the Ministry of the Environment Laboratory 
Services Branch. It includes statistical summaries of 4681 
fish from 216 locations in Ontario. The data is presented 
alphabetically for each Ministry region. 
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INTRODUCTION 



PCB's 



Polychlorinated Biphenyls (PCB) are a manufactured product 
for use in electrical transformers and capacitors. Prior 
to 1975, however, their use was not restricted to this 
area and they were found in a wide range of applications 
including incorporation into: paints, varnishes, plastics, 
hydraulic fluids, etc. This wide spread use of PCB and 
their inherent biological and chemical stability, has led 
to world-wide contamination of waterways, fishes and 
water fowl. Even remote non-industrialized areas such as 
Northern Ontario carry a certain degree of PCB contamination 
due to airborne transfer and use of waste PCB oils for dirt 
road spraying (for dust control) . 

Mirex 

Mirex is another manufactured product which has two main 
uses. One was the control of fire-ants in the eastern U.S., 
the other as a fire retardant in many finished products. 
In this application it has the name Dechlorane 510. 

Due to the manufacture and grinding of Mirex by U.S. 
companies located adjacent to the Niagara River, Mirex 
(Dechlorane 510) has been found only in Lake Ontario and 
the St. Lawrence River to this date. 

Due to the widespread contamination of PCB and the localized 
contamination of Mirex the Ministry of the Environment in 
conjunction with the MNR initiated a continuing programme 
to analyze fish from many different lakes in Ontario as 
well as the Great Lakes, to check levels of these and 
other persistant organic contaminants in edible portions 
of fish. 

This report is an inventory of PCB/Mirex data on hand at 
the Laboratory Services Branch. It does not include all 
data on PCB/Mirex levels, but does contain the data suitably 
available at this time. 

Mirex data is not presented for collections prior to mid 1975, 
when it was first detected in Ontario by CCIW at Burlington. 

Excluded from this report are summaries of fish collections 
for which no length or weight data were available or which 
were too small to be statistically significant. 

The analysis of PCB/Mirex in Ontario is an ongoing programme 
and so periodic updates of this report will be prepared 
(likely on a yearly basis) . 
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DATA PRESENTATION 

The summaries for inland waters have been organized according 
to Ministry of the Environment regions (see Fig 1) . Within 
each region, the lakes are listed alphabetically. Data on 
each of the Great Lakes has been broken down according to 
statistical districts defined by the Ministry of Natural 
Resources . 

Lake names and latitude/longitude are according to the 
Gazetteer of Canada, where appropriate, and those water 
bodies not listed in the Gazeteer have names and locations 
according to information given by field personnel 
responsible for the fish collections. PCB/Mirex data is 
presented by species (see Table 1) . For each species, the 
number of specimens comprising the sample (N) is recorded 
along with the arithmetic mean and ranges of the PCB and 
Mirex concentration (ppb or ng/g) , length (cm) , weight (g) , 
as well as the percentages of PCB or Mirex concentrations 
in the sample exceeding the guideline for unrestricted 
consumption. 

For species with five or more representatives a regression 
analysis has been performed. The model used is one with 
both parameters (PCB or Mirex and length) transformed by 
natural logarithms. The product moment correlation coefficient 
is tested (Ho; 4 r =0) and if it is found to be different from 
zero (p 0.05), an "AB" breakdown is performed. 

This breakdown is an indication of PCB or Mirex concentration 
ranges to be found in length ranges included in the samples. 
The "AB" is assigned by solving the regression equation at 
the upper limit of the length range. The letters are assigned 
to length ranges found in the samples extended at both ends 
by 10%. 

Note: All smelt samples are 10 fish composites. 
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TABLE 1 
SPECIES LIST 



DESIGNATION IN 
SUMMARIES 

ALEWIFE 

B. BULLHEAD 

B. CRAPPIE 

BLUEGILL 

BOWFIN 

BROOK S. 

B. SHINER 

B . TROUT 
BURBOT 

CARP 

C. CATFISH 
CHINOOK 
CISCO 

COHO 

E. SHINER 

EEL 

F.W. DRUM 

G. SHAD 

GAR PIKE 

GOLDEYE 

L. N. SUCKER 

LOGPERCH 

L.M. BASS 



COMMON 
NAMES 



Brown bullhead 
Black crappie 

Dogfish, lawyer 
Brook silversides 

Black shiner 
Brown trout 

Ellpout, lawyer, 
ling, maria 

Channel catfish 

Chinook salmon 

Cisco, lake herring, 
tullibee 

Choho salmon 

Emerald shiner 

American eel 

Freshwater drum, 
sheepshead 

Gizzard shad 

Longnose gar 

Longnose sucker 

Logperch darter 
Largemouth bass 



PROPER 
NAMES 

Alosa pseudoharengus 

Ictalurus nehulosus 

Pomoxis nigromaculatus 

Lepomis machrochirus 

Amia oalva 

Labidesth.es sicoulus 



Notropis heterodon 
Salmo trutta 

Lota lota 

Cyprinus carpio 
Ictalurus punctatus 
Oneorhynchus tshawy tseha 
Coregonus avtedii 

Oneorhynchus kitusch 
Notropis atherinoides 
Anquilla rostrata 
Aplodinotus grunniens 

Dorosoma cepedianum 
Lepistoseus osseus 
Eiodon alosoicles 
Catostomus catostomus 

Pereina caprodes 
Micropterus salmoides 



DESIGNATION IN 
SUMMARIES 

L. TROUT 

MENOMINEE 

MOONEYE 
MUSKIE 
PIKE 
P'SEED 

Q.C. SUCKER 

RAINBOW 
R.H. SUCKER 
R. BASS 
SAUGER 
SISCOWET 
S.M. BASS 
SMELT 

S. TROUT 

T. PERCH 
WALLEYE 

W. BASS 

W. CRAPPIE 
WHITEFISH 

W. PERCH 

W. SUCKER 

Y . BULLHEAD 

Y. PERCH 



COMMON 
NAMES 

Lake trout 

Round whitefish, 
round fish 



Maskinonge, lunge 
muskellunge 
Northern pike 

Pumpkinseed, 
sunf ish 

Quillback carpsucker 
Quillback sucker 

Rainbow trout, steel' 
head 

Redhorse sucker 
Rock bass 



"Fat" lake trout 

Smallmouth bass 

Rainbow smelt, 
American smelt 

Speckled trout, 
brook trout 

Troutperch 

Pickerel, yellow 
pickerel dore 

White bass 

White crappie 



White perch 
White sucker 
Yellow bullhead 
Yellow perch 



PROPER 
NAMES 

Salvelinus namaycush 

Prosopium cylindraceum 

Hiodon tergisus 

Esox masquinongy 
Esox luoius 
Lepomis gibbosus 

Carpiooles oyprinus 

Salmo gairdneri 

Moxostoma maorolepidotum 

Ambloplites rupestris 

Stizostideon canadense 
Salvelinus namaycush 

Mioropterus dolomieui 

Osmerus mordax 

Salvelinus fontinalis 

Stizostideon vitreum 

Morone ahrysops 
Pomoxis annularis 
Coregonus clupeaformis 
Morone amerioanus 
Catostomus eommersoni 
Iatalurus natalis 
Perca flavesaens 
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SOUTHWESTERN REGION 



L. St. Clair 1971, 76, 77 
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CENTRAL REGION 









YEAR 


LOCATION 


TOWNSHIP 


COUNTY 


COLLECTED 


Anstruther 


Anstruther 


Peterborough 


1976 


Lake of Bays 


Franklin 


Muskoka 


1976, 77, 74 


Bella Lake 


Sinclair 


Muskoka 


1977 


Lake Boshkung 


Stranhope 


Haliburton 


1977 


Bow Lake 






1976 


Buchanan Lake 


Brunei 


Muskoka 


1976 


Buck Lake 


Stisted 


Muskoka 


1977 


Chandos Lake 


Chandos 


Peterborough 


1976 


Cheddar Lake 


Cardiff 


Haliburton 


1976 


Dog Lake 


Eyre 


Haliburton 


1976 


Eels Lake 


Cardiff 


Haliburton 


1976 


Fairy Lake 


Chaffey 


Muskoka 


1977 


Hunter's Bay 


Stisted 


Muskoka 


1977 


Lake Joseph 


Medora 


Muskoka 


1976 


Kawagama Lake 


McClintock 


Haliburton 


1977 


Koshlong Lake 


Claraorgan 


Haliburton 


1976 


Lake Louisa 


Lawrence 


Haliburton 


1976 


Mary Lake 


Brunei 


Muskoka 


1977, 74 


McCann ' s Lake 


McClintock 


Haliburton 


1977 


Miskwaki Lake 


Dudley 


Haliburton 


1977 


Lake Muskoka 


Muskoka 


Muskoka 


1976, 77 


Paudash Lake 


Cardiff 


Haliburton 


1976 


Lake Penninsula 


Chaffey 


Muskoka 


1974 


Rice Lake 




Horthumberland 


1977 


Lake Rousseau 


Medora 


Muskoka 


1974, 77 


Scugog River 


OPS 


Victoria 


1976 


Silent Lake 


Cardiff 


Haliburton 


1976 
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CENTRAL REGION 



continued 









YEAR 


LOCATION 


TOWNSHIP 


COUNTY 


COLLECTED 


Lake Simcoe 




Simcoe 


1976, 77 


Thomson Lake 


Medora 


Muskoka 


1977 


Three Mile Lake 


Watt 


Muskoka 


1977 


Lake Vernon 


Stisted 


Muskoka 


1977 
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SOUTHEASTERN REGION 









YEAR 


LOCATION 


TOWNSHIP 


COUNTY 


COLLECTED 


Bark Lake 


Jones 


Renfrew 


1977 


Beverly Lake 


Bastard 


Leeds 


1977 


Constan Lake 


Grattan 


Renfrew 


1977 


Constance Lake 


March 


Carleton 


1976 


Crowe Lake 


Marmora 


Hastings 


1976 


Kerr Lake 


Lanark 


Lanark 


1976 


Mississippi River 


Mississippi 


Carleton 


1976 


Moira Lake 


Hastings 


Huntingdon 


1977 


Ottawa River 


Pembroke 


Prescott 


1972, 76 


Rideau River 


Ottawa 


Carleton 


1976 


Lake St. Francis 


Glengarry 


Cornwall 


1977 


Lake St. Peter 


McClure 


Hastings 


1976 


Stoco Lake 


Hungerford 


Hastings 


1976 


Tay River 


Fensley 


Lanark 


1976 
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NORTHEASTERN REGION 



LOCATION 



TOWNSHIP 



COUNTY 



Amikougani Lake 
Aylen Lake 
Lake Bernard 
Big Doe Lake 
Caribou Lake 
Crosswise Lake 
Dollars Lake 
Elliot Lake 
Hogan Lake 
Horwood Lake 
Howard Lake 
Kenogami Lake 
Kernick Lake 
Kioshkokwi Lake 
Lamuir Lake 
Larder Lake 
Magnetewan River 
Manitou Lake 
McCarthy Lake 
Mississagi River 
Moose River 
Lake Nipissing 
Red Rock Lake 
Round Lake 
Lake Sasaginaga 
Sesekimika Lake 
Skeleton Lake 
Smoke Lake 
St. Mary's River 
Talon Lake 
Lake Temagami 
Trout Lake 
Victoria Lake 
Watageag Lake 
Wendigo Lake 



Bernhardt 

Dickens 

Strong 

Ryerson 

McConkey 

Buche 

Blair 

149 + 155 

Freswick 

Horwood 

Arnold 

Grenfell 

Armour 

Pentland 

Bishop 

McGary 

Chapman 

Campbell 

Proctor 

Canfield 

Whitman 

OTTO 

Coleman 

Grenfell 

Mulligan 

Peck 

Jocelyn 

Mattawan 

Cobalt 

Paxton 

Morrisette 

Nordica 

Bayly 



Timiskaming 

Nipissing 

Parry Sound 

Parry Sound 

Parry Sound 

Timiskaming 

Parry Sound 

Algoma 

Nipissing 

Sudbury 

Timiskaming 

Timiskaming 

Parry Sound 

Nipissing 

Nipissing 

Timiskaming 

Parry Sound 

Manitoulin 

Algoma 

Algoma 

Cochrane 

Parry Sound 

Algoma 

Timiskaming 

Timiskaming 

Timiskaming 

Timiskaming 

Nipissing 

Algoma 

Nipissing 

Nipissing 

Parry Sound 

Timiskaming 

Timiskaming 

Timiskaming 



YEAR 


COLLECTED 


1976 


1976 


1977 


1977 


1976 


1975 


1976 


1976 


1976 


1976 


1976 


1976 


1976 


1976 


1976 


1976 


1977 


1975 


1976 


1976 


1976 


1976, 


1976 


1976 


1976 


1976 


1976 


1976 


1977 


1975 


1976 


1976 


1976 


1976 


1976 



77 
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NORTHWESTERN REGION 











YEAR 


LOCATION 


TOWNSHIP 


COUNTY 




COLLECTED 


Badesdawa Lake 




Kenora 




1976 


Clay River 


Redvers 


Kenora 




1976 


Kawinogan River 




Kenora 




1976 


Pickle Lake 


Pansford 


Kenora 




1976 


Santoy Lake 


81 


Thunder 


Bay 


1977 


Lake St. Joseph 


Soule's Bay 


Kenora 




1976 
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LAKE ONTARIO 



Statistical Region 



Sampling Site 



1 
1 

1 
1 
1 
2 
2 
2 

2 
2 
3 
4 
5 
5 
5 
5 
5 



Toronto Waterfront 
(various locations) 

Bronte Creek 

Credit River 

Hamilton Harbour 

Port Dalhousie 

Toronto Harbour 

Duffins Creek 

Frenchman Bay 

Ganaraska River 
(Port Hope) 

Rouge River 

Wilmot Creek 

Prince Edward County 

Bay of Quinte 

Bainsville 

Charlottenburg 

Glen Walter 

Iroquois 

Summers ton 



Year of Collection 

1974, 75, 76 

1976 

1972, 74,75,76,77 

1972, 75, 76 

1976 

1975, 76 
1975, 76 

1974, 75, 76 

1975, 76 

1975, 76 
1976 

1976, 77 
1975 
1975 
1975 
1975 
1975 
1975 
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LAKE ERIE 



Statistical Region 



Sampling Site 



Year of Collection 



1 
2 
3 
5 



Point Pelee 
Mersea 

Port Stanley 
Grand River 



1977 
1976 
1977 
1976 
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LAKE HURON 

Statistical Region Sampling Site Year of Collection 

H3 (CP) Chiefs Point 1976 

H3 (DD) Saugeen R. 1976, 77 

(Denny's Dam) 

H3 (G) Goderich 1974 

H3 (DP) Douglas Point 1974 

H3 (HB) Howdenvale Bay 1976 

H5 Point Edward 1976 

H5 Lamb ton County 1977 

GB3 Raft and Britt Islands 1976 

GB3 Moon River (Falls) 1976 

GB3 French River 1976 

GB3 Sequin River 1977 

GB4 Nottawasaga Bay 1974 

GB4 Owen Sound 19 74 

GB4 Penetang/Midland 1974 

GB4 Collingwood 1974, 77 

GB4 St. Vincent 1976, 77 

NCI Lake George 1974 

NCI Spanish River 1974 

NCI Serpent River 1974 
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LAKE SUPERIOR 

Statistical Region Sampling Site Year of Collection 

1 Pine Bay 1973, 74 

1 Terrace Bay 1976 

2 Black Bay 197 3 

3 Hughes Point 1974 
3 Moss Island 1974 

3 Rossport Point 1973, 76 

3 Thunder Bay 1973, 77 

5 Jackfish Bay 1973, 74 

5 Marathon 19 74 

5 Penninsula Harbour 1976 

6 Michipicoten Bay 1973, 77 

7 Batchawana Bay 1973, 74, 76, 77 
7 Pancake River 1976 



PCB/MIREX DATA SUMMARIES 



SOUTHWESTERN REGION 




. 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 20C0 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ST. CLAIR 

TOWNSHIP: ST. CLAIR 

DISTRICT: LAMBTON 

LAT/LONG: 4233/8 225 

YEAR: 1971 
PPB SEX: - 



REGION: SVt 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE * 40 814 250 3050 40.3 25.7 60.6 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



859 



5. 



0. 5 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
WALLEYE 



<6 



6- 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BFANCH 



POLLUTANT: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


LAKE ST. CLAIR 
MAIDSTONE 
ESSEX 
4218/8247 






TISSUE: MUSCLE 




YEAR 


1 . 


1976 


SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: 


— 








SPECIES 


N 


PCB 


( 


PPB) 


LENGTH (CM) 


WT.(GM) %> 


MEAN $ 






MEAN 


MIN 


MAX 


MEAN MIN" MAX 


MEAN LIMIT LIPID 


WALLEYE 


4 


158 


60 


290 


38.1 32.2 45.0 


454 0.0 


0.5 


R. BASS 


B 


93 


25 


200 


19.8 16.9 22.0 


161 0.0 


0.5 


W. BASS 


1 


175 


- 


- 


22.8 - 


185 0.0 


0.4 


Y. PERCH 


1 


1500 


- 


- 


25. 9 - 


249 0.0 


1. 7 


S.M. BASS 


2 


70 


20 


110 


39. 6 32.8 46. 3 


1004 0.0 


0.4 


W. SUCKER 


1 


150 


- 


- 


4 3.4 - 


1075 0.0 


0.7 


CARP 


1 


870 


- 


- 


53.8 ~ 


3785 0.0 


2. 3 


C. CATFISH 


6 


3258 


860 


7260 


57.0 52.2 60.9 


2482 66.7 


6.9 



POLLUTANT: M1REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ST. CLAIR 

TOWNSHIP: MAIDSTONE 

DISTRICT: ESSEX 

LAT/LONG: 4 218/8 24 7 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


1 MIN MAX 


MEAN 


LIMIT LIPID 


WALLEYE 


4 


ND 


ND 


ND 


38. 1 


32.2 45.0 


454 


0.0 


0. 5 


R. BASS 


8 


ND 


ND 


ND 


19.8 


16.9 22.0 


161 


0.0 


0.5 


W. BASS 


1 


ND 


- 


- 


22.8 


- - 


185 


0.0 


0.4 


Y. PERCH 


1 


ND 


- 


- 


25. S 


- 


249 


0.0 


1.7 


S.M. BASS 


2 


ND 


ND 


ND 


39. 6 


32.8 46. 3 


1004 


0.0 


0.4 


W. SUCKER 


1 


ND 


- 


- 


4 3.4 


- 


1075 


0.0 


0. 7 


CARP 


1 


ND 


~ 


- 


53.8 


. 


3 78 5 


0.0 


2. 3 


C. CATFISH 


6 


ND 


ND 


ND 


57.0 


52.2 60.9 


2482 


0.0 


6. S 



POLLUTANT: PCB 



TISSUE: MUSCLE 
L1MT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BFANCh 

LOCATION: LAKE ST. CLAIR 
TOWNSHIP: TILBURY 
DISTRICT: ESSEX 
LAT/LONG: 4 218/8 2 21 
YEAR: lS*^ 
PPB SEX: - 



SOUI-CE: MOE 



SPECIES 


N 


PCB 


( 


PPB) 


LEN 






MEAN 


M I ti 


MAX 


ME A 


WALLEYE 


5 


1614 


70 


4 9 90 


47.2 


S.M. BASS 


1 


900 


- 


- 


33.2 


W. BASS 


1 


570 


- 


- 


27.6 


R. BASS 


2 


223 


50 


395 


21.4 


C. CATFISH 


1 


2210 


- 


- 


4 3. 5 


MUSKEY 


1 


180 


- 


- 


76. 5 



! (CM) V.T.(Cn) 
MIN MAX MEAN 



35.4 55.9 



18.0 24.8 



* > M £ AN \ 
LIMIT LIPID 



1201 


40.0 


4.8 


440 


CO 


0. 3 


J74 


0.0 


3. 3 


202 


0.0 


0.8 


1205 


100.0 


5.5 


} U 3 


0.0 


0.2 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ST. CLAIR 

TOWNSHIP: TILBUPY 

DISTRICT: ESSEX 

LAT/LONG: 4218/8 221 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 


LEN 






MEAN 


MIN 


MAX 


ME A 


WALLEYE 


5 


ND 


ND 


ND 


4 7.2 


S.M. BASS 


1 


ND 


- 


- 


33.2 


W. BASS 


1 


ND 


- 


- 


27.6 


R. BASS 


2 


ND 


ND 


ND 


21.4 


C. CATFISH 


1 


ND 


- 


- 


4 3. 5 


MUSKEY 


1 


ND 


- 


- 


76. 5 



[ (CM) WT.(GM) 
MIN MAX MEAN 



35.4 55.9 



18.0 24.8 



1201 

440 

374 

20 3 

1205 

} 34 3 



%> MEAN $ 
LIMIT LIPID 



0.0 
0.0 
0.0 
0.0 
0.0 
0.0 



4.8 
0. 3 
2. 3 
0.8 
5.5 
0.2 



n t-t- : - c; i rj^ 7JTVIRON ' H ! 

KHATO^Y 3 ' ■■TC-'S B " 

POLLUTANT: ?CO LOCATION: LAE ! ST. CLAIR 

TOV.'NSHIP: - 

DISTRICT: "SSI : 

L AT /LONG: / 228/8240 

tissue: :*usci : 1°77 scire:: T :o.; 

LIMIT: 2000 PPB 5 : - 

;T'm r PCT3 ( PPB) LENGTH (CTT) VT.(GM) > MRAN '.' 

ri: • ■- 743AN MIN :" LIMIT LIPID 

VALLEY * 19 '" -TO 1090 '.■•' : c .6 6?. 16?/ 0. 1.2 

h. 3A; 7 637 310 1140 23. > 20.3 27. r ' 22^ . 2.1 

* SI.T 5CIPIC CLASS ' ?IOH AYAILABTiP. 

nir.T SPECIFIC CLASSIFICATION: PC3 
,, , f ,^ ,, . r p , . ^ f IJJOrOS ) 
8EFJCI33S <6 5-fl 8-10 10-12 12-14 14-18 18-22 22-26 26-50 >30 

*:ALLTT;5 a a A 3 

A PC.B CONCENTRATION < 2000 PPB 

3 PCB CONC^N'WATTON > 2000 PP"3 

- PCB TA NOT AVAILABLE FOR THIS SIZP 



'A1I0 MINISTRY OF THE ^VIRONMz-NT 

LABORATORY 3 T TVTC V S BRANCH 

POLLUTANT: ITH S " LOCATION: T '" ST. CIAIK 

TO 1 . TO LIP: - 

[CT: :$l 

LAT/LOFC-: 4228/8240 

TISSUE: -iISCLr Ml: 1977 SOURCE: HO^ 

LIT 100 ?PB ' T: - 

SP^CI N MIT (PPB) LENGTH (CM) W!!.(GM) <'> K3AN $ 

M ;:IM MAX " lil IIT LTPIP 

V/ALLEY^ 19 H-) 5^.4 35.6 69.3 1624 0.0 1.2 

R. PASS 7 3D ffl1 TO 23. '1 20.3 27.0 223 0.0 2.1 



LulAi 10 MnlJi; Oh THE i JVIkOu.'E^l 

L/oUi-.'Ai.i Si I v ICES uKA 

t-GLLUTAiVi: fCt- LCCAT1 (.<.<: LAKE SI'. CL-11 

TukrtStilP: TILLuli 

ivIS'J fclC'i : LSSL). 

bAI/LOwG: 4218/8231 

11S3UE: f.uSCX«L YEAh: 197 7 iSOUICE: 

ih li: 2uQC i PL SEX: - 

LFLCIEb w FC£ ( H-o) LtftGlH (C) i*i.(C. ) :> i L/-iv *, 

lAN M.. fA> AN Ml. i«.-AX MAE Lli I'J LIrlE 

CAftfc 34 556 62 4 70 57. £ 43.1 PI, 2 29$ 1 11, 4-2 

». bAoS * 31 4 2S 4 2 loOO 32,6 2b. 2 39«€ 50 4 0-0 3.4 

* blZE bPEClfc'IC CLASSIFICATION. AVAILAbLL 

Si 2.1 &FECIF1C CLASSIFICATION: i-CL 

sILL *A«CE: (INCHES) 
bFfcJCIL'S <6 6-fl 8-10 10-12 12-14 14-18 18-22 22-26 20-30 >30 

... oASS - - A /' A L - - - - 



A Kc CONCENTRATION < 2000 FPj3 

b tCB CQ&CE& THAT ION > 2 0u0 iPu 

FCb L/Vi/! nu'I AVAILABLE FOB THIS: SIZE 



OfclAfclC HMS'lf^ Gfc 1 i i- EwVI KGiit-LnQ 
LAbOKATGR? SERVICES bRANCH 

fvLLUTANT: kIKEX LOCATION! LAKE ST- CLAIB 

TOfASHlF: ULLSUfc? 

LIST! IC'l : ESSEX 

LAT/LONCi 4218/8231 

TISSUE: KUSCLC YEAR: 1977 SObi-CE: t:GL 

LIMIT: 100 PFb SEX: - 

SECIES iv HILLX ( PPb) LEWCTH (Cfi) i 1 . ( C I ) ':> SEAN V 

MEAN Mn i^AX I' LAX JilN KA* KLAa LIMIT L1P1E 



CARP 


34 


tiU 


MU 


hU 


l.. BASS 


31 


to& 


mD 


f\b 



57.9 4 3.1 £1-2 2991 0.0 4.2 
32.6 26.2 39.6 504 0.0 3.4 



PCB/MIREX DATA SUMMARIES 



CENTRAL REGION 




POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ANSTRUTHER LAKE 

TOVsNSHIP: ANSTRUTHER 

DISTRICT: PETERBOROUGH 

LAT/LONG: 4445/7812 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MI N MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT * 19 152 ND 720 38.4 22.7 53.3 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



642 0.0 2. 3 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



ANSTRUTHER LAKE 

ANSTRUTHER 

PETERBOROUGH 

4445/7812 

1976 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT 



19 



ND 



ND 



ND 



38.4 22.7 53.3 



642 



0.0 



2. 3 



Ontario ministry of the environment 

laboratory services branch 

parameter: pcb location: lake of bays 

township: hunt 
district: muskoka 

LAT/LONG: 4519/7900 REGION: CE 

TISSUE: WHOLE FISH YEAR: 1974 SOURCE: MOE 

LIMIT: 20C0 PPB SEX: - 

SPECIES N PCb (PPB) LENCTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

SMELT 5 56 10 100 12.7 11.5 13.9 7 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE OF BAYS 

TOWNSHIP: - 

DISTRICT: MUSKOKA 

LAT/LONG: 4 515/790 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 22 2299 3 50 6600 71.0 52.2 87.7 4407 31. 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



.2 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



B 



B 



PCB 
PC3 
PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE OF BAYS 

TOWNSHIP: - 

DISTRICT: MUSKOKA 

LAT/LONG: 4515/7900 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



L. TROUT 



22 



ND 



ND 



ND 



71.0 52.2 87. 7 



4407 



0. 



8.2 



Oh'iArio i.lhKS'ilvV or Xbfc bi*VH.i/iiMvN'l 



fuiibb TAn '1 : irub ll-IA'J Itu: LfhL ^t- uAYb 

XOMbbiP: hbti 

ulb'l bid : i U&HOKA 

L,/'i/Loi\l: 4 515/7 900 

iibSuL: v.r:ULL tlpr Yir-Ai : IV?? 

Lll-.ll: 100 b-fb LbX: - 



ij v I C £ : f L t 



i-L^.1 ba 



,-L/W« ,'• 1 W r- /\X t:jLN.i *»ltt i*A>> «\t,/u\ LI. 1 i LJl'lb 



o.ilL'i 



10 103 50 130 10.0 5.0 11. G 



0.0 



*.. D 



Uiv'iAMC i-.lNib'lfc¥ OS Tbb bVJ VI tfOM -bu'i 

LAcoI.A'iuhY SblvVlCbb bhAiWti 



i-OLLu'i'AiVi : rlivt,/. 



Xl biiUL : » tiulib fioli 
ii.li: J 00 ri-ii 



bwCMitw; LAttb or oAYo 

lLVubhlt-: nUri 

LlbTMC'r: t.uSUuhA 

brt'i/bbwC: 4515/7^1)0 

VLAi'I lv7 7 
] l. a : - 



SULlLl 



LI 



bl-bCl ts 



I* ll t t A 

: i pi i* 



( rrr) LLM'ln ( L. i ) l'. 1 . ( U ) 

r 1 u 1AA ! t,AA i li\ f'A* M.AA 



L.lf 1'J Lit lb 



^i.Lb'l 



10 



livb 



hL/ 



i> L 10 . ti !.C 11. 



0.0 



2. b 



UNlAItlC MnISTRY Ok Tb£ ENVIRON*! 
LABORATORY SERVICES BRANCH 

t-JLLui'ANT: PCu LOCATION: LAKE OF DAYS 

TOViNSHIP: FRANKLIN 

LI STRICT : PUSKOKA 

LAT/LONC: 4 515/7 904 

•ilSSUL: MUSCLE YEAR: 1977 SOURCE: HOE 

Lli IT: 20 FPb SEX: - 

SPECIES M PCB ( PPb) LENGTH (Cfo) fcT. (GK) %> MEAN « 

MEM t IN PAX : -:£Afii KI« * AX MEAN LIMIT L1P1L 

S.fl. bASS 13 5? NU 150 38 . S 30.4 52.3 935 0.0 1.4 

E. TROUT * 16 1120 300 2500 67.3 55.6 61.5 3700 16.8 9.9 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCS 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

E. TROUT - - A A A b 



A PCB CONCENTRATION < 2 000 PPB 

b PCB CONCENTRATION > 2 00 PPb 

- PCu DATA NOT AVAIEAbLE FOR THIS SIZE 



- - ONTARIO MNISTRY Ofc ThE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

FuLLUTAN'i: I-.IKEX LOCATION: LAKE OF BAYS 

TOWNSHIP: FRANRLIw 

DISTRICT: hliSXOKA 

LAT/LGNG: 4 515/7904 

T ISSUE: MUSCLE YEAR: 157 7 SOUI-CE: PCE 

LIMIT: 100 PPo SEX: - 

SPECIES N MIKLX ( PPb) LENGTH (CM) fcT. (GM) %> MEAN I 

; LAN MN MAX PLAN Pin PAX PLAN LIMIT LIPID 



S . M . SA SS 


13 


f*L 


NO 


ND 


38. 5 3 0.4 5 2. 3 


935 


0. 


1. 4 


b. TROUT 


16 


ND 


ND 


Kb 


67.3 55.6 81.5 


3700 


0.0 


5. 9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCATION: 


BELLA LAKE 






TOWNSHIP: 


SINCLAIR 






DISTRICT: 


MUSKOKA 






L AT/LONG: 


4626/7902 


TISSUE: MUSCLE 




YEAR: 


1977 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


( PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN M 



SOURCE: MOE 



(CM) WT.(GM) 
MAX MEAN 



%> MEAN S 
LIMIT LIPID 



S.M. BASS 



17 



10 



27 



31.8 25.5 37. 1 



4 94 



0.0 



1.0 



POLLUTAN1: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BELLA LAKE 

TOWNSHIP: SINCLAIR 

DISTRICT: MUSKOKA 

LAT/LONG: 4626/7902 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 


N MIREX 


( PPB) 




MEAN 


MIN MAX 


S.M. BASS 


4 ND 


ND N 



LENGTh (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



21.8 25.5 37. 1 



4 94 



0.0 



1.0 



O i\ 'J A Rl u M I N 1 ST H Y Ofc THE bw V I RO t. * E N 'J 
LABORATORY SERVICES BRANCH 

POLLUTANT: PCB LUCATICn: BELLA LAKE 

TOWNSHIP: SINCLAIR 

DISTRICT: f'USKOKA 

LAI /LONG: 4 526/7902 

TISSUE: MUSCLL YEAR: 197 7 SOURCE: MLE 

LIMIT: 20 PPB SEX: - 

SPECIES N PCB ( PPB) LENGTH (CM) fcl . (GMJ %> MEAN ? 

LEAN MlN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT * 31 34^ 86 9 30 64.3 48.0 83.0 3516 0.0 10.4 

* oUL SPECIFIC CLASSIFICATION AVAILABLE 

SI ZL SPECIFIC CLASSIFICATION: PCb 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT -----AAAAA 



A PCB CONCENTRATION < 2 000 PPb 

L PCB CONCENTRATION > 2 00 PPB 

rCB DA'iA NOT AVAILABLE tCR THIS ol ZE 



GN1ARIC MNIS'IRY OP THE LNVI RONt-EN'l 

LABORATORY SERVICES BRANCH 

POLLUTANT: MIREX LOCATION: i^ELLA LAKE 

TOWNSHIP: SINCLAIR 

DISTRICT: MUSKOKA 

LAT/LCNG: 4526/7902 

'ilSSUL: MUSCLL YEAR: 197 7 SOURCE: MCE 

LIMIT: 100 PPB SEX: - 

SPECIES W MIRtX ( PPb) LEivCTH (Cf) V.'i.(Cr-) %> MEAN ? 

MEAN MIN PAX MEAN M1N MAX MEAN L If I'J L1P1B 

L< TR0U1 3] rtU W D ND 64.3 48.0 83.0 3516 0.0 10.4 



roLLu 'iAH'i : ft'L. 



'i 1 bduL : 
l i i . i 'i : 






ui.IAliu i li-l^il-V of iiiL I »ViJ.-U|v! 

L/-oLi- A'j Li. \ bLl.vlL'i-L t?i.<Au**C»J 

LUlAJU.i,: LAhL _<Lbl>uU;\l 
1^1 1st i; lir-: B*i K/V14JJUPE 
U 1 L.'i 1 ILJ. : liALl-iUiN'iL..! 

L/vl /Lor C : 4 504/7644 

\Lrtr : 1 w 7 

r i-c hi. A: - 



,lv"l 



iuufCh : i Ml, 



t t-L.Ll tb 



rt i. Lt/ ( i- tu, ) 

t 1 tttl'J i' 1 i» I- A/- 



LL.vn'ii (C:i) \.'i.(Cf) %> r L,'u * 

: L rti« 11 a >• AX i b Al\ L I ; . I 1 L 1 i- 1 L 



^ • 'i r-ou'i 



3 11; 



> j 'j 



uO 20 20 i»2.3l t ; C.O Ob. 2/n3 3 3.3 12.3 



i-uLLu'lAh'i : .- 1 kk*M 



ilLciULJ f'UOLLL 

Linl'j : 1 bO fcf to 



C iv'l A i 1 w t*' ! 1 Ai 1 fcU" KY uf '1 li fci Ltt V I Ru ix t* k* '1 
LALoiA'j Li i" bbiViLLb L'.JAwCH 

L.oCA'ilC.s: LAkE buShkUHfc 

iwW.irhli-: SU"KAiMHu>L 

L.1 b'J lll'j : i'/\L UsU !• i'Oi-J 

LmT/L.L.w. : 4 uO 4 /7c 4 4 

i Lf- 1 : 1*7 7 
c LX : - 



jwotCt: , oL 



i-LL'Il, 



li.i.A 


( 


*K») 


1 - /-M 4 


i'.l lM 


. -A 2* 



!■ Lm> • i n L-' A .X i I, A nl 



tl] 1 i I. li'iL 



. ll.Uu'i 



- 3 f- l . b •-«■•. i / 7 : 3 ii . 1^. 



ONTARIO MINISTRY Ot THE ENV I KUnNENI 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCATION: 


EC* LAKE 






TOWNSHIP: 


ME? KUAN 






DISTRICT: 


PETEFBOROUGH 






LAT/LONG: 


4442/7800 


'I ISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 20 


PPB 


SEX: - 




SPECIES N 


PCB 


( PPB) 


LENGTH 




MEAN 


KIN MAX 


MEAN MIN 



SGUPCE: MOE 



(CM) ,vT. (CM) 
MAX MEAN 



%> MEAN $ 
LIMIT LIP LD 



S.M. BASS 



22 



ND 



75 



32.0 21.6 45. 7 



4 54 



0.0 



1.0 



POLLUTANT: MI REX 



TISSUE s MUSCLE: 






YEAR: 


LIMIT: 10C 




PPB 


SEX: - 


SPECIES N 




MI REX 


( P PB ) 






MEAN 


MIN MAX 


S.M. BASS 


9 


ND 


ND N 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BOW LAKE 
TOfcNShIP: METHUAN 
DISTRICT: PETERBOROUGH 
LAT/LONG: 4 4 42/7800 
1976 



SOURCE: MOE 



LENGTH (CM) WT, (CM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



32.0 21.6 45.7 



4 54 



0.0 



1.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATI ON : 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



BUCHANAN LAKE 

BRUNEL 

MUSKOKA 

4519/7908 

1976 



REGION: C 
SOURCE: MOE 



SPECI ES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN M1N MAX MEAN MI hi MAX MEAN LIMIT LIPID 



S. TROUT 



20 17 ND 40 25.1 20.2 29.5 173 0.0 1.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 10 PPB 



LOCATION: BUCHANAN LAKE 

TOWNSHIP: BRUNEL 

DISTRICT: MUSKOKA 

LAT/LONG: 4519/7908 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S. TROUT 



20 



ND 



ND 



ND 



25.1 20.2 29.5 



173 



0.0 



1.0 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BUCK LAKE 
TOWNSHIP: ST I ST ED 
DISTRICT: MUSKOKA 
LAT/LONG: 4525/792 3 
1977 



SOURCE: MOE 



LENGTH (CM.) WT.(GM) %> MEAN k 

MEAN MIN MAX MEAN LIMIT LIPID 



S.M. BASS 



ND 



25 



31.6 25.5 42.5 



54 2 



0.0 



1.5 



POLLUTANT: MIREX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BUCK LAKE 
TOWNSHIP: STISTED 



TISSUE: 
LIMIT: 


MUSCLE 
100 


PPB 


DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 


MUSKOKA 

4525/7923 

1977 


SPECIES 


N 


MIREX 
MEAN 


( PPB) 
MIN MAX 


LENGTH 

MEAN 



SOURCE: MOE 



(CM) WT.(GM) 
MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



S.M. BASS 



ND 



ND 



ND 



31.6 25. 5 42. 5 



54 2 



0.0 



1.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCATION: 


CHANDOS LAKE 






TOWNSHIP: 


CHANDOS 






DISTRICT: 


PETERBOROUGH 






LAT/LONG: 


4449/7800 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


( PPB) 


LENGTH 




MEAN 


MI N MAX 


MEAN MIN 


L. TROUT 6 


1433 


50 8000 


35.3 18.0 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CHANDOS LAKE 

TOWNSHIP: CHANDOS 

DISTRICT: PETERBOROUGH 

LAT/LONG: 44 49/780 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N 



MIREX 
MEAN 



MIN 



PPB) LENGTH (CM) WT. (GM) %> MEAN % 
MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



ND 



ND 



ND 



35.3 18.0 91.0 



1700 



0.0 



4.8 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENV IRONfiEN 1 

LABORA10P.Y SERVICES BRANCH 

LOCATION: CHEDDAR LAKE 

TOWNSHIP: CARD IP P 

DISTRICT: HALIHURTON 

LA'1/LGNG: 4 4 58/7808 

YEAR: 1976 
PPB SEX: - 



SOURCE: MCE 



SPECIES 



N 



PCb 
MEA N 



( PPB) 

MI N MA X 



LENGTH (CM) WT.(GK) 

MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT 



11 



37 



NC 



IOC 



26. 2 20.9 45.7 



30 9 0.0 



2. 2 



POLLUTANT: MI RE X 



TISSut-: MUSCLE 

LI' Tl: 1^0 PPli 



ONI A RIO MINISTRY OF THE ENV I RON MEN! 

LABORATORY SERVICES BRANCH 

LOCATION: CHEDDAR LAKE 

TORN SHIP: CAf-r. Irr 

D 1 ST EI CT : H A L I BURTON 

LAT/LOnC: 4456/7803 

YEAR: 1976 

s t.y : - 



SOURCE: t-Ofr 



.Sir I CI I .' 



N "1 RE X 

I. I I., - 



I ■ 1 N 



Pit.) 

, ft s 



i CT» 

i. E 'v\ 



(f ) 






I |M', i ) i 



. I'l-I-O') 



11 



M 



i 



301 






POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


u 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT- 
LABORATORY SERVICES BRANCH 

LOCATION: DOG LAKE 
TOWNSHIP: EYRE 
DISTRICT: HALLIBURTON 
LAT/LONG: 4513/7830 
1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



S. TROUT * 14 7 ND 20 34.8 30.8 49.3 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



405 0.0 



0. 7 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
S. TROUT 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 





LOCATION: 


DOG LAKE 




TOWNSHIP: 


MINDEN 




DISTRICT: 


HALIBURTON 




LAT/LONG: 


4513/7830 




YEAR: 


1976 


PPB 


SEX: - 




MI REX 


( PPB) 


LENGTH 


MEAN 


MIN MA X 


MEAN M 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT 



14 



TR 



ND 



34.8 30.8 49.3 



405 0.0 



0. 7 



PuLLdTANT: PCB 



1 1SSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONfENl 

LA130PATOP.Y SERVICES 3RANCH 

LOCATION: EELS LAKE 
TOfcNSHIP: CARDIFF 
DISTRICT: HALIBURTON 
LAT/LOtiG: 4 4 54/780* 

YEAR: 19 76 

PPB SEX: - 



SOURCE: MCE 



SPECIES 



PCB ( PPb) LEixCTJi (CM) WT. (CM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN ! 
LIMl'l LIP 1 13 



L. TROUT 



10 



44 



NC 



14 



36. 1 26.4 57.1 



5 56 



0.0 



2 . 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 10C 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 





LOCATION: 


EELS LAKE 




TOWNSHIP: 


CARDIFF 




DISTRICT ! 


HALIfiURTON 




LAT/LOfvG: 


4454/78C8 




YEAR: 


19 76 


PPB 


SEX: - 




MI REX 


( PPB) 


LENCTH 


MEAN 


MIN MAX 


MEAN M 



SOURCE: MO I: 



(CM) V\T. (GM) 
MAX MEAN 



%> ME AIM % 
LIMT LIPID 



L. TROUT 



1C 



NU 



ND 



NL 



36.1 26.4 57.1 



5 56 



0.0 



2.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: FAIRY L. LAKE 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONG: 4520/7911 REGION: C 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS * 19 425 110 12 50 31.8 23.0 44.0 461 0.0 0.9 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANCE: (INCHES) 
SPECIES <6 6-6 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

S.M. BASS --AAAAA-- 



A PC3 CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

PARAMETER: MI REX LOCATION: FAIRY L. LAKE 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONG: 4520/7911 REGION: C 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX (PPB) LENGTH (CM) WT.(GM) % > -MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS 19 ND ND ND 31.8 23.0 44.0 461 0.0 0.9 



Oi>J TAR 10 ' 11 N 1 ST H Y F T H b E NV I PO tfl I E N T 
LA&ORATGRY SERVICES BF.ANCiJ 

POLLUTANT: PC8 LOCATION: FAIRY LAKE 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LOwG: 4 520/7911 

1977 SOURCE: MCE 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCb 


( PPB) 






MEAN 


mi fit tmx 



LENGTH (-CM) WT. (GM) *> MEAN % 

MEAN tllN MAX MEAN LIMIT LIPID 

L. TROUT * 28 3065 3 50 3900 54.0 30.5 34.0 4163 71.4 6.7 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-13 18-22 22-26 26-30 >30 

L. TROUT A A A A b C B 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 00 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: MINSK LOCATION: FA1FY LAKE 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONC: 4 520/7911 

TISSUE: MUSCLE YEAR: 1977 SOURCE: ,10E 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX ( PPB) LENGTH (CM) WT.(Gl) l> AEhh % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TKOU'i 28 wD nD ND 64.0 30.5 8 4.0 416 3 0.0 6.7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: HUNTER'S BAY 

TOWNSHIP: ST1STED 

DISTRICT: ' MUSKOKA 

LAT/LONG: 4519/7914 REGION: C 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(CM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS * 20 75 35 340 29.9 19.5 43.0 485 0.0 0.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

S.M. BASS -AAAAAA--- 



A PCB CONCENTRATION < 2 00 PPB 

B PCB CONCENTRATION > 2 00 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

PARAMETER: MIREX LOCATION: LAKE HUNTER'S BAY 

TOWNSHIP: LAKE VERNON 

DISTRICT: MUSKOKA 

LAT/LONG: 4519/7914 REGION: C 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS 20 ND ND ND 29.9 19.5 43.0 485 0.0 0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


LAKE JOSEPH 

MEDORA 

MUSKOKA 














LAT/LONG: 


4510/7944 


REGION: 


C 


TISSUE: MUSCLE 




YEAR: 


1976 


SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: - 










SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT 


. ( GM ) 


% > 


MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


WHITEFISH 


11 


654 


100 1970 


62. 8 52. 7 77.0 


2659 


0. 


4.5 


L. TROUT 


9 


807 


200 3200 


56.7 50. 7 63. 5 


1834 


11.1 


6.0 


S.M. BASS 


3 


90 


80 100 


44.0 42. 5 45.4 


14 58 


0. 


1.0 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE JOSEPH 

TOWNSHIP: MEDORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4 510/794 4 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



WHITEFISH 


11 


ND 


ND 


ND 


62.8 


52. 7 77.0 


2659 


0.0 


4.5 


L . T RO UT 


9 


ND 


ND 


ND 


56. 7 


50. 7 63.5 


1834 


0. 


6 .0 


S.M. BASS 


3 


ND 


ND 


ND 


44.0 


42. 5 45.4 


14 58 


0.0 


1.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 




LOCATION: 


LAKE JOSEPH 






TOWNSHIP: 


MEDORA 






DISTRICT: 


MUSKOKA 






L AT /LONG: 


4510/7944 


TISSUE: MUSCLE 




YEAR: 


1977 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


( PPB) 


LENGTH 




ME AN 


MIN MAX 


MEAN MI 



SOURCE: MOE 



CM) WT.(GM) %> MEAN % 
MAX MEAN LIMIT LIPID 



S.M. BASS * 18 116 30 260 38.1 27.8 47.2 94 1 0.0 2.7 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
S.M. BASS 



<6 



6-8 8 



SIZE RANGE: (INCHES) 
-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 


LOCATION: 


LAKE JOSEPH 






TOWNSHIP: 


MEDORA 






DISTRICT: 


MUSKOKA 






LAT/LONG: 


4510/7944 


TISSUE: MUSCLE 




YEAR: 


1977 


LIMIT: 100 


PPB 


SEX: - 




SPECIES N 


MI REX 


( PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN MI 


S.M. BASS 18 


ND 


ND ND 


38.1 27.8 



SOURCE: MOE 



(CM) WT.(GM) %> MEAN S 
MAX MEAN LIMIT LIPID 



47.2 



941 



0.0 



2. 7 



Uw'lAMC tlNlSTlOf UF 'i'Hfc LwVi HOwf Ew'J 
LAbUivA'lUKY SfihVlChS HKANCU 

rCbLUTAwT: PCb bGCATICfc: LAKL JOStHJ 

TOV.NbHiF: MEDORA 

blb'ihlC'l : KUSKGKa 

LM/LCmG: 4 510/7V44 
'llbSUL: SvhOLL' riot. JffcAK: 1977 SGUFCE : MUfc 

Li.-.il: 200C Vbii SLX: - 

btbClbb iM *-Co ( i-irb) LEiVGTli [Ch) v'i . (Cb.) %> MEAN * 

; .b A im i'J M I./aX b t An I 1 u f A A ?• L Aiv LlMl L IF I L 

bftLl * 10 20b 110 300 12.4 11. i 15.0 12 0.0 2.7 

* Si At SPhCitlC ULAbbit ICA'IICfc AVAILABLE 

til&fc bFECIfclC CLASS lfc ICA'IIOfc : t-Cii 

Slit hANGL: (IwChES) 
St»LCibS <6 6~o b-10 10-12 12-14 14-1 f- 1S-22 22-20 26-30 >30 

U«LL'J a A ------ 



a fCu CUi*CLwll*ATlOft < 2000 t- t-b 

l K'u CuwChiVif A'ilOii >20uu t' Fi_ 

fCb" L/A'IA rtU'i /VvAiLhbl.L t'CR 'ibis S1ZL 



Uni'iARIli MulSlfcY ut lilt Li'«VIhC'\i r.n'l 
LABOKA'J uhY ^LKvILlS UlSAftCri 
PUbLulACM'i : ilhbX LOCATION: LAKE Jl/SfiWi 

Tot-iMbblir : itUi'ji'ttl'L \ 

Li SI MCl : hoSKQKa 

LAT/L01SC: 4 510/7944 

'liSSuL: whOLL t'AS*> *LAk: 1*77 SGUPCb: t-»Ct 

Llr.l'i : 100 l' tu SLX: - 

SFLCltb ii iiKtX ( ero) LLivC'fii (O) I.'*. (CI) t> . 1../' ;\ V 

i-bMft Mini /-AX :-i-Ai. hid !• AX f,i,A;\ 1 . 1 r 1 '1 J. It'll, 



bi-.Lb'l 



10 U4J ml, i,b 12.4 11.0 15.0 12 0.0 1.7 



LLLbuTAn'i : PCb 



'llbSUL: MUSCLE 
LIMIT: 2U0C 



LLC1 Lb 



GUTAKIC i-iliJlSTKY OF THE ENVIRONMENT 
LAttGkATCKV SERVICES liKAUCh 





Lul'/Vi'llK : 


hAV.ACAi'A L, 




To; .tfbHIP : 


MCCLINTOCK 




bl b'l I lLi : 


HALIdUK'IGi* 




L/il/LUNC: 


4518/78 45 




\LPl : 


1 &7 7 


J PL 


SLX: - 




1-LL. 


( Lib) 


LL;'«L'1 h 


i- 1 L A H 


k£N (>AX 


[•it AM & 



.ULf-Cb: :>U 



(CT-) V\'i . (CK) %> :• bA« I 

MAX f -LAi\ L1MT LIPID 



L. TkJUT * 29 23 rib 150 38.325.6 51.0 4b 5 0.0 1.7 

* bl^L SHvCItlC CLASSIFICATION AVAILABLE 

bIZfc SPECIFIC CLASSIFICATION: LCu 



SLLCI Lb 
L. iKoUT 



<G 



SI&L HAi\"GL: (INCHES) 
6-b 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



A 



A 



A FCii 

L LCL 

PCB 



CG**Cfcf»lf«A3 ION < 2 00 Lt-b 

CU»«CEi43EATICtt > 2 00 LJrb 

bA'iA wOl AVAlLAi>Ll. t LP Till S SI ZL 



OW1AHO hlNlS'I PY ut THE LN VI PLivi Lw'i 
LAL-Lf A'lOkY SL1V1CLS bKANCH 



PoLLu'iAiVi: M mj X 



TISSUE: MUSCLE 
blMI'T.: 100 tbb 



LOCATION 
TGkNSHlfr 
L/1S1 fclC'i 
LAI/LOnC 

\ CA P : 

b t >. : - 



NAt A LAX A LA Kb 

MCCLINTGCK 

HALIijURTON 

4518/7845 

1977 



SOURCE: Not 



bi'LLi L 



* 1 iv LX ( f Pb ) 

.'•I .A.J f 1 L [ AX 



L Lin CT h ( C?' ) I" r i . ( CI " ) |> r " L A U H 

:■ lan 1 1 is ;• ax p t. an LIM1 LI P lb 



L. 1 l.v. b'i 



-L 



uL 



36, 3 25.6 51. 



4t 5 



V . C 1 . 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KOSHLONC LAKE 

TOWNSHIP: GLAMORGAN 

DISTRICT: HALIBURTON 

LAT/LONG: 4458/7829 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



MIN 



PPB) LENGTH (CM) WT.(GM) 
MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT * 16 448 30 870 61.4 40.5 78.5 2142 0.0 4.7 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



6-8 8-10 



SIZE RANGE: 
10-12 12-14 



INCHES) 
14-18 18-22 



22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KOSHLONG LAKE 

TOWNSHIP: GLAMORGAN 

DISTRICT: HALIBURTON 

LAT/LONG: 4458/7829 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAiv t 
LIMIT LIPID 



L. TROUT 



16 



ND 



ND 



ND 



61.4 40. 5 78.5 2142 



0.0 



4. 7 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



ON1ARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 





LOCATION: 


LAKE LOUISA 




TOWNSHIP: 


LAWRENCE 




DISTRICT: 


HALIBURTON 




LAT/LONG: 


4528/7829 




YEAR: 


1976 


PPB 


SEX: * 




PCB 


( PPB) 


LENGTH 


MEAN 


MIN MAX 


MEAN Mil 



SOURCE: MOE 



CM) WT.(GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT 



10 



64 



ND 



500 



40.2 35.5 49.0 



528 



0.0 



1. 2 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE LOUISA 

TOWNSHIP: LAWRENCE 

DISTRICT: HALIBURTON 

LAT/LONG: 4528/78 29 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N MI REX 


( 


PPB) 




MEAN 


MIN 


MAX 


L. TROUT 


10 ND 


ND 


N 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



40.2 35.5 49.0 



528 



0.0 



1. 2 



Ontario ministry of the environment 
laboratory services branch 



PARAMETER: PCB LOCATION: LAKE MARY 

TOWNSHIP: B RUN EL 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN MAX 



DISTRICT: MUSKOKA 

LAT/LONG: 4515/7915 REGION: MU 

1974 SOURCE: MOE 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



►MELT 5 200 100 4 00 16.8 14.6 18.8 24 0.0 0.0 



uh'JAi-Il IlNlb'ihV or ThE t«VI fiCftf-LM 

LAott/'.lL} Y SBi-ivlChS lsiAjOi 

fc»OLLu'lAwT: t-Lu LOCATION: MA frit L/ ( bh 

TOfHStilftr: bKUNLL 

i^iSTMCi : t- UbKUKA 

LA'i/LOfoG: 4 515/7915 

libbcL: hUsCLt YlAK: 1977 SOURCE: Hi 

Llkl'l: 2000 yt-L fcLA: - 

SttCitb in Kfc ( fc»Ks) LLM,Th (.CM) If.V,(GK0 *> MEAN I 

ia,AK MN feAX f LAfcl Mi A MAX fcEAW L1MTHPIC 

S.K. LAbS * 21 99 30 300 31. 6 23.0 40.0 559 0.0 1.1 

* &li,E SFtCItIC CLA&SIfrlCAllUJ AVAlLABLt 

SIZfc SPECIFIC CLASSIFICATION: PCo 

SIZE *AwC£: (INCHES) 
SPECIE <<> &-» 8-10 10-12 12-14 14-lb 18-22 22-26 26-30 >30 

b.:-i. BASS --AAAA--- 



A PCtf CO&CfcKlkAllot* < 20U0 PPtJ 

ls PCfc COnCLN'iKATlutJ > 2 00 fPfi 

fCii UA'IA NO'l AVAll.ALiL.L t'O* Till S bliL 



0<iVlA£lO MNlSTPX Of 'ihb LNVXROfet-'EM'J 
LAbGrAlQKY SERVICES BBANCH 



POLLUTANT: i.lhLA LOCA11CMS MAR* LAKL 

TOfcN&islFS bhuuhL 

OISTErfCi : [-iusKuKA 

LAa/LONt : : 4515/7*15 



TISSUE.: huSCLL VlAk: 1*7 7 SOUFCE: KOB 

L 1 : III : 10 Fft a b X : - 

^LCUb ft ivil-lX ( fc-FLJ Lhi.C'lh (CM ri.(Cf-) |> MEAfc I 

r.L/UNi I-:Ift foA* *.LAiM hit* i.AX r LAN LU IT L1P1L 

j> # «. uASS 21 «Li hu l,b 31. b 23.0 40.0 55* 0.0 1.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCANN'S LAKE 
TOWNSHIP: MCCLINTOCK 
DISTRICT: HALIBURTON 
LAT/LONG: 4522/7854 
YEAR: 1977 

PPB SEX: - 



SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



( PPB) 
MIN MAX 



LENCTH (CM) WT.(GM) %> MEAN * 

MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



60 



100 



53.1 48.0 62.0 



150 4 



0.0 



3.4 



POLLUTANT: MIREX 









DISTRICT: 








LAT/LONG: 


1ISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


100 


PPB 


SEX: - 


SPECIES 


N 


MIREX 


( PPB) 






MEAN 


MIN MAX 


L. TROU1 


6 


ND 


ND NE 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCANN'S LAKE 
TOWNSHIP: MCCLIN'IOCK 

HALIBURTON 

4522/7854 

1977 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



53.1 48.0 62.0 



150 4 



0.0 



3.4 



Lfi.bUt AT OiiY SEfivlCLS bi\AftCti 

fuLLuihr.i: MJi* LUCA'lioK: hlSKkAtol LA Kb 

'iuL^tiit: bULL't.V 

bk'ii'.K'i: tiALliiUh'i'OA 

LA*l/buuC: 45G3/781& 

llbbUL: i ujCll YbAfc: 1*?77 SObFCb: SL L 

Lli'll'l t 2UUC ir irLi s>LX: - 

oi-LtlLi h fw ( jfHJ) LbfrCl'tt (Ci ) ,.'i.(C'-) %> fr:fcA« '•; 

i-.LAn Mw i t\x fifcAiN f-.'lM foAX MbAt'j Lit i'i LlPlL 

L. UuL'i i 361 34 vi L ^(,.i. 50.0 63. C 1400 0.0 2.4 



Ot/iAl-ili I 1 l!.liJ.K\ Lrt lh£ Ll'.VllL-.-f LN'i 

fc'oJuiA/TAiVi'; :,iisi..\ LvCAllUi": t'llb/»V.Ac»J LA Kb 

L/l S'l i IC'i : ri/v jj lo u h I'UiN 

L/ 'l / Lufil : 4 50 3/ 7 6 1 5 

'liobui,: j u^lli, XLAi : 1^77 SwLiCL: f-.Lt 

L, i i i i i : llC f ta l-la: - 



FLCloi. »4 ." Ii.lX { t- 1'l ) LbN&Lli (CI ) i.'l.(Ci ) i> t b/'I- '- 

■ IbAb i ill LAX t.AtM Wlw I AX kt-AiM L J i ] '1 I1l-1L 



i^. Ti^o'i 3 uU i.b wL b.O St'.C 63.L 14 b(J C.C 2.4 



ONTARIO MINISTRY OF TbE ENV I RONMENT 
LABORATORY SERVICES BRANCH 

fARAilLTLR: PCB LOCATION: LAKE MUSKOKA 

TOWNSHIP: ilUSKOKA 

DISTRICT: ilUSKOKA 

LAT/LOfiC: 4 500/792 5 REGION: C 

TISSUE: MUSCLE YEAR: 19 76 SOURCE: MOE 

LIMIT: 20U0 PpB SEX: - 



SPECIES N PCB (PPB) LENGTH (CM) WT.(CM) % > MEAN % 

foEAN MIN MAX IE AN MIN MAX MEAN LIMIT LIPID 

L. TROUT * 24 294 4 8 40 60 00 71.0 51.489.5 3 58 3 6 6.7 4.3 

R. BASS 6 NO ND ND 18.4 17.2 20.0 10 3 0. C 0.3 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 0-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT ------ A E B D 



A PCu CONCENTRATION < 2 00 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCl> DATA NOT AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

PARAMETER: MI REX LOCATION: LAKE MUSKOKA 

TOWNSHIP: MUSKOKA 

DISTRICT: MUSKOKA 

LAT/LONC: 4 500/7925 REGION: C 

TISSUE: MUSCLE YEAR: 19 76 SOURCE: MOE 

LIMIT: 10U PPB SEX: - 



LENGTH (CM) WT.(GM) % > MEAN I 

MEAN MIN MAX MEAN LIMIT LIPID 



71.0 51.4 89. 5 3583 0. 4.3 
18.4 17. 2 20.0 103 0.0 0.3 



SPECIES 


N 


MI REX 


(PPL) 






MEAN 


MIN 


MAX 


L . T RO UT 


24 


ND 


UD 


ND 


K . BASS 


6 


Nu 


ND 


ND 



UWlAfclC *<jf* IS? 1»Y OF Ibl: LN V I i-0 iVf li N f J 

LAbCfcATOSTJ SERVICES BNAftCH 

fciLb'i AN'] : fc*Cb LGCA1ICN: LAKE; f.USRGKA 

TCI .SHIP: I.'USKCKA 

ulir'iMC'i: MUSKCKA 

LA'i/LONC: 4 50 0/7925 

TIbSUE: fc'KQLE mm, YEAP: 1S77 SOURCE: P-'CE 

LililT: 20 OC PPL SEX: - 



L-lLIlc a FQ ( PF5) LENGTH (O) 'T. (CM |> fFAfci t 

i- t A h f> i h [• A X w b AN I I N t A .X LAN L 1 f I T L I P 1 E 



SHE LI b 213 110 3GG 13.0 13.0 13. C 19 0.0 2.f 



U i ■ 'J A 1 1 :'• 1 in I £ i' ;- Y OF 1 h C LinI V I RO*» fr-E**!l 
LAL C fc ATOP Y S E RV I CLS if }• Aft C it 

t^LLu'i/^'j: MIKjJ> LuCAilCM LAKE PUSKOKA 

lOVN&hIP: P.USKOKA 

Lllr'iMCT: huSKOKA 

LAT/LQfeCs 4500/ 7925 

llSSul.: i.iiOLh frit»*i it.Ar: 1977 SGufcCf.: ?CL 

Li. ■• i'i : J Ou tt. SEX: - 

M'LCihh d MKEX ( i-Pb) LEivCTb (Cf) V'i.(rr) *> i t / . ? 

i L/-i. tlw i v A> t,MN Mm ^AX ?.EAi\ ll.i'i Lli l 

c-.'LL'i l i:u m. «vL 13.0 13. ( 13.0 19 0.0 2.*' 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 20 



ONTARIO MINISTRY OF THL ENVIRONMENT 

BABORAlORY SERVICES BRANCH 

LOCATION: RAUuASH LAKE. 

TOWNSHIP: CARD If b 

DISTRICT: HAL lb uRTON 

LAT/LONC: 4 4 58/7803 

YEAR: 1976 
PPB SEX: ~ 



SOURCE: MOE 



SPECIES 



PCB 

MEAN 



MIN 



PPB) LENGTH (CM) WT. (CM) 
MAX MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



WALLEYE 



35 



ND 



150 



47. 5 40.6 55. 



1034 



0.0 



0. 5 



POLLUTANT: MIREX 



'1 ISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: PAUDASh LAKE 

TOWNSHIP: CARDIFF 

DISTRICT: HA LIB URTON 

LA1/LONC: 4458/7803 

YEAR: 1976 
SEX: - 



SOUFCE: MOE 



SPECIES 


N MIREX 


( P PB ) 




MEAN 


MIN MAX 


WALLEYE 


S ND 


ND N 



LENGTH (CM) WT. (CM) 
MEAN MIN MAX MEAN 



%> MEAN i 
LIMIT LIPID 



47. 5 40.6 55.8 



1C34 



0.0 



0. 5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCb LOCATION: LAKE PENN INSULA 

TOWNSHIP: CHAFFEY 

DISTRICT: MUSKOKA 

LAT/LONG: 4520/7906 REGION: C 

TISSUE: WHOLE FISH YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

SMELT 8 170 40 550 15.5 13.6 17.6 17 0.0 0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LA30RAT0RY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE ROUSSEAU 

TOWNSHIP: MEDORA 

DISTRICT: MUSKOKA 

LAT/LONG: 4510/7935 REGION: MU 

TISSUE: WHOLE FISH YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(Gf) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

SMELT 12 120 60 2 00 14.412.716.9 13 0.0 0.0 



Ui^iAi-ic i lMbTKi ^r iLL UVlhur.i hw'i 
L Al, l t A'l L'i< Y ;'; L j V 1 C b c/ li fc A&J Ch 

i-^LLu'i A..'i : PCo LOCATION: LAKL ROSSLAU 

'ICkuSHIF: MEDORA 

LI STRICT: MDSKGRA 

LAl/LQNC: 4 510/ 193 5 

'JL ISSUC : iiuSCLE YEAh: 1977 JublCL: MLt 

Lliii'i: 20 0C FPt, L-LX: - 



L^ECILir- i-4 S-CD ( r£b) LLNCTh (Cr.) V'1.(C;-) %> f LAN \ 

bit Ah frIN IAX MEAN *'IN r AX foEAti LIMT L1ML 



p 



■ M» &A3S * lb 40 iML .120 36.7 25.5 4 5.7 V 22 0.0 1.4 



* 51~L Di'tXirl. lL/u-MHCA'IIln &VA1LABL& 



SIZE SHXUIC CLASSIFICATION; KV 



&I&E RANGE: (InCUlS) 

SPECIES <6 6-b 8-10 10-12 12-14 14-18 lc-22 22-26 20-30 >30 

S.I-.. BASS A A A A A ■* - 



A PCd CG.JCEu'iLA'll UM < 2000 PPo 

a PCi; CONCENTRATION > 2 000 PP3 

- PCi3 DATA i-.O'l AVAILALLL fcGR TbIS Sl^L 



Liv'iAKlO ? l.NISTKY Ofc TI.L SNVIF.ONMuNI 
LABORATORY SERVICES DRAuCii 

POLLUTANT; HI HEX LOCATION: LAKL F.OSSLAO 

TOWNSHIP* CORDl.LLL 

LiSii-ICT: HUSKCKA 

LAT/LONC: 4510/7935 

TISSUE: iiuSCLt: SEAR: 197 7 SOURCE: MCE 

LLM'l: 100 i>m bLX: - 

^^lCIlS .m hlhLX ( pPo) LENGTli (CI ) .l.(Gi) |> M£A« \ 

f.LAh MN [.AX f-.LAiM I Ito .VAX MEAN LlMI'i LIP lb 

o.f.. bAiJS IS M£ M NL 3b. 7 2 5.5 4 5.7 8 22 0.0 1.4 



OlI'JAHi; * I N 1. "1 R5 L t i hi L..VI BCi I 

LAbGKATOl Y SfFV ICLS D '■ A iCri 

KUUANIj rv'u LCCAllClv: LAKE fVSS 

IVVNSHIP: ME DORA 

LI fa'i MC'l : :• L. c < ( 

LA'1/LOlvC: 4 510/7S3 5 

•ii^Sui: > i OI,r. tiu( YL'i : lV7*J .ilCt: • Ci 

LiMT: '' fl*ta SLX: - 

ai-iiCl I fc lm fc-U. ( ;-t< ) LLuCi I. (C» ) i . (( ' ) %> 

. l Ai> i^ 1 is f AX , l./w. '!,/•/ : l. I li 11 I 1HIJ 

. i.Li S h7 57 120 13.5 13.5 13.5 3 0.0 2.5 



(..J lAX'lC M"1S'IM Li' '1 i'K L. v I i 

LALi hA'J lk' SfcTV ICES bf'i 

t wLLo'i /..■-'i : I' iiUCAllU,\: bAhr 

105 vFLIr : i ATQ 

ui'ii IC'l : ;*USfcL . 

LA'i/LOM": *510/"#v3Fi 

'1 L Sf 9 L! : . tiuLf) rl..: I- : I V 7 7 ui CL : . . ! 

i, i i'i : Itifl i Hi .3 tX: - 

. t CI i u i ( He) I c l f (C j . [' ' ) > 

i-HAiM Ml-J i • . i .. AX . ■ .• i £ lT'lT L1VIL 

L. L l'j i.l wL .' 13,5 1?. 5 13,5 1.- n.( . ■ 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SCUGOG RIVER 
TOWNSHIP: OPS 
DISTRICT: VICTORIA 
LAT/LONG: 4421/78 44 
YEAR: 1976 

PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 




N 


PCB 


(PPB) 


LENGTH (CM) WT 


. (GM) 


% > 


MEAN % 








MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


WALLEYE 


* 


20 


38 


ND 


190 


44. 7 30. 5 71.2 


999 


0.0 


0.4 


CARP 




17 


368 


ND 


184 


39.8 27.1 69.8 


16 37 


0.0 


1.3 


L.M. BASS 


* 


15 


81 


ND 


370 


37. 3 29.6 48.8 


803 


0. 


0.4 


S.M. BASS 




21 


508 


ND 


2900 


33. 3 26.8 43.3 


527 


4.8 


0. 5 


* SIZE SPECIFIC 


CLASS 


IFICATION AVAILABLE 









SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

WALLEYE 
L.M. BASS 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SCUGOG RIVER 

TOWNSHIP: OPS 

DISTRICT: VICTORIA 

LAT/LONG: 4421/7844 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 


20 


ND 


ND 


ND 


44. 7 30. 5 


71.2 


999 


0.0 


0.4 


CARP 


17 


ND 


ND 


ND 


39.8 27.1 


69.8 


16 37 


0.0 


1.3 


L.M. BASS 


15 


ND 


ND 


ND 


37. 3 29.6 


48.8 


803 


0. 


0.4 


S.M. BASS 


21 


ND 


ND 


ND 


33.3 26.8 


43.3 


52 7 


0. 


0.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF TK£ COTIRONMENS 
LABORATORY S3RVie:?S BRANCH 

LOCATION: SILENT hi 

TOWNSHIP: CARDIFF 

DISTRICT: HALIBURTOE 

LAT/LONG: /455/7 Pr «' 

YEAR: 1976 



PPB 



SPECIES 



N PCB 
TT EAN 



SEX: - 

( PPB) 
MIN MAY 



SOURCE: KQE 



LENGTH (CM) ET.(GM) > MEAN <?■> 
MEAN MIN MAX -AN LIMIT LIPID 



L. TROUT * 10 154 ND 425 53.1 35.5 69.8 1440 0.0 4.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PC3 



SPECIES 
L. rn ROUT 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-1/ 14-18 18-22 22-26 26-30 >30 



A 



" 



A 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SlZi 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: SILENT LAKE 

TOWNSHIP: CARDIFF 

DISTRICT: HALIBURTON 

LAT/LONG: 4*55/7804 

YEAR: 1976 
SEX: - 



SPECIES 



SOURCE: MOE 



N MIREX ( PPB) LENGTH (CM) VT.(GM) )'■> MEAN ['> 
MEAN MIN MAX IRAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



10 



ND 



ND 



ND 



53.1 35.5 69.8 1440 0.0 4.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SIMCOE 
TOWNSHIP: 

DISTRICT: SIMCOE 

LAT/LONG: 4425/7920 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N PCB 


( PPB) 




MEAN 


MIN MAX 


WALLEYE 


20 465 


ND 2197 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



67. 9 52.0 78.6 



3209 



5.0 



1.8 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 


LOCATION: 


LAKE SIMCOE 






TOWNSHIP: 


SIMCOE 






DISTRICT: 


YORK 






LAT/LONG: 


4425/7920 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 100 


PPB 


SEX: - 




SPECIES N 


MI REX 


( PPB) 


LENGTH 




MEAN 


MIN MAX 


MEAN MI 


WALLEYE 20 


ND 


ND ND 


6 7. 9 5 2.0 



SOURCE: MOE 



CM) WT. (GM) 
MAX MEAN 



3209 



%> MEAN % 
LIMIT LIPID 



0.0 



1.8 



uNlAF.iC MnlSTKY Ot THE LnVI RON* fcN'I 
LAoUhA'1'Cl-Y SEKV ICfcS bRAi^Cri 

K/LIU'iANT: fCc LOCATION: LAKE SIMCGL 

lUVvtxSHiP: - 

uISTKICT: siMCOE 

LA'i/LCi-i. : 

TISSUE: MUSCLE YEAR: 197 7 SOuI-CL: i.ot 

uLMIT: 2000 rPc bLX: - 

birLClLb N PCB ( £H>) LENGTH (O-) i'J.(Cr) V> MEAN * 

[.^N hlM WAX bAN MU MAX K-EAM LIM'i LIPID 

Y. PLiCH 40 9U 45 146 8.1 7.5 S>.1 C 0.0 4.0 



ONTARIO frlhl&lftS Ob THE EuVI ROM KEN 1 
LABORAICKY SERVICES BRAwCH 

POLLUTANT: T'lIhLX LGCATlUN: LAKU Sir COL 

TGfcNSHIP: 

b I S'i fcl CT : 

LAT/LQNC: 
TISSUE: MUSCLE YEAR: 1977 SOURCE: MGE 

LIMIT: 100 PPb SEX: - 

SPECIES rt MIRE* ( t-Po) LENGTH (CM) VJT.(CK) %> KEAN f 

MlAN HIM MAX MEAN KIM MAX MEAN LIfrIT LIPID 

Y. PLRCH 4 NL Iml< MO 8.1 7.5 9.1 0.0 4.0 



t-v- 1 l u i A*-* 'i : t-^.L. 



i 1 Sbu L : 
Ll. i'l : 



.• u ^> (Jl_i L 

2u0i 



Lnlli'.i'iu i iftlkli^ wfc 1 1 : i - Lin V 1 f."0 ft f- 1 W 'i 

LoOVl 1 cu\ : 'li^ioOu LAht. 

fvri .iLnif : « LbGkA 

^ i SI 1- 1 L'i : KUSKOKA 

LA'i /Luiv{ : « 50 7/ 7 VJ 5 

XLAh: ly77 
ffi. SIX J - 



buuf CL : . u 



O t ILi 1 . .3 



l*Oa ( l-i'b) bLuC'ih (CI ) I.'] . («"f ) 

• b/*n i 1 ^ i .'..X '"• i> Ar-J I i;j ' ''a '. "i- 



Mi ]'J MM 



KAiuuui 



«1 



20 



' 3 . ( 



: :i' li,C 



l 



i'ULLU 1/... i : . iii-A 



litcibu! u«j CLl. 



Ui/JllvJ l^l^irY &4? 'I'LL Lw'vi l^ci l^-'i 

L*»bCh/v'lL.I V .'.'L i v lCLa blxA'tvCiJ 

LvCA'J iv. i. : t h\j<. o^.v iv 
iov u Still* : ■ i l ■. . ■• 

L/'-'i /LGM.: 4 S>0 7/ 7y3 5 
■ . : 1*77 

S h >: : - 



S U L 1 L L 



.ai.Li I. 



;• 1Kb* ( thfc) 

LA i J i i i\ i'- /' \ 



.iMCili (C>) V 'i . (C/ ) ,> • I /" i. ', 

CAl\ : lis • 1 A ' 1 /■!■: Ll i 1 'i LAI* J !. 



J / Xi.uwf 



I'.L 



. I_ 



Js. 5 26.5 3 3. i 350 i'J.1 >'. ( 



LAbui-A'ior.Y bbi-v ibbb ..•l-At'.Ch 

1^lLui/'U\'1: E-Cd LJCA'ilGb: thi Ll . ILL LAKL 

Tiifyt&Uik : » Al i 

L> 1ST MCI : ,,udKL!'..M 

LAl/LO^C: 4 510/ 7 S 27 

'iiciSUb: MUSCLE YlAI : 1 ( j77 buUFCb: i Ob 

ul! IT: 2U0 i • W-; SbX: - 

Lb.iC'i.i (Ci ) i 1-. (Q ) %> f tA« I 

r tag ; I >< ,'.AX i lA: bli i '1 LIP lb 

2 6.? 21 .L 23. 5 26 3 0- U.3 

3 3 . ] 2 6 . 7 4 4 . 2 561- 0.0 . P 



SfbCi bS 




( 

; i lm 


1- t-i, ) 

MAX 


L.K. bAbS 


fa 4 

14 5 


wt. 

l\b 


35 
15 



OMAhlb 'Iblb'lRY at TnL L^VIRmaILN'J 
LAuOLAICLY SEftviCES kl?JU*Cti 

KJ .LuTAL/l: i.IbbX LuCAllLX: i.,Kl.t I'-ILt LAMi 

'iUv.NSHib: l AT'i 

blSIMCT: HUSfcCKA 

LA'i/LCi.C: 4 510/ 7L2 7 

'iISSuc: riuSCbb Yf,u';: IS77 bwllCt: (•:€•£ 

LIBIT: 100 fcPfc 3L>: - 

Ll.K'Il CCI :| • ■■'! . (CK) *> i LAn l , 

f L- ,/m, . 1 i-J r'AX ( h&fc I.IM'1 LlWb 

26. L 21.0 23. 5 26 3 0.0 0. e 

3 3.1 26.7 44.2 56c 0.0 0.8 



bi-bClbS 


U rii-.LX 

HLAiv 


( 

* IN 


> A X 


5 . ^ . bA SS 
L«M« BASS 


6 1SL> 
14 fiLi 


r,b 


Kb 

■ii 



ONTARIO MINISTRY OF THL ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: PCB LOCATION: LAKE VERNON 

TOWNSHIP: ST IS TED 

DISTRICT: MUSKOKA 

LAT/LONG: 4 520/7917 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB ( PPB) LENGTH (CM) WT.(GM) %> MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT * 30 835 50 2320 61.5 23.0 93.0 3718 3.3 5.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT --AAAAAAAA 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

POLLUTANT: MI REX LOCATION: LAKE VERNON 

TOWNSHIP: STISTED 
DISTRICT: MUSKOKA 
LAT/LONG: 4520/7917 

19 77 SOURCE: MOE 



LENGTH (CM) WT. (GM) %> MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



TISSUE: ! 


:1U 


SCLE 




YEAR: 


LIMIT: 




100 


PPB 


SEX: - 


SPECIES 




N 


MI REX 

MEAN 


( PPB) 

MIN MAX 


L. TROUT 




30 


ND 


ND N 



61.5 23.0 93.0 3718 0. 5.0 



LiViAi IL a.i&'Jj) .r i ■■- i -^V) Kfc : f 'V< 
LAdC I A'l Li \ bii- v 1 Lt.S L- . AivCh 

K/LLuTAW'i: PCb UJCA'iICu: LAiri vLh*L, 

•iOfcll&fi 1 r : STISTED 

LIL'iKlL'l : i uS'-GJ A 

LAI /LLi.i : 4 520/7 91"/ 
'lifcSUE: fcfaULE tioi lMf>: 11*7:1 SL-LfCf.: 'CI 

L If I'll 2o0 t Ste £JSX: - 

l-HXJLS H KX ( pk) LlW'i. (lT ) VI. {CM *> ftAN ? 

ml/n t-'j « ^ax 'fcA* f i ivax MAtv i:,ir i'i lipil 



sriLT 



S5 1 0U 14.5 14-5 14.5 19 0.0 2.3 



l/MAi XC ; UaH'lM '■ r 'i • I. I. .jvI bU* ' -l u'*J 
LALL 1. All P.Y SIivlt-fc'!= LJI-itV^Ch 

t LL Lu TAiN T: i :1 is t X L UCA'i 1 1- 1\ : l» Ab L V . , i . 

'i'U i, SHI P: LH/'t L LU 

LlL'I KIC'l : P Ut^UKA 

LAT/LOUC: '4 52 0/ 7 c 17 

'ilbSub: MiULfc c'Isfc Yt.Al : 1S77 SQutCl; ! lL 

Lli-l'i: IOC Ptti StX: - 

SECIES N P-IRE'X ( tPL) LLkC'^H (O) V'J . ( Ci ) *> IFA?; ? 

heak t'lfj tax ['LAr m;. r'AX :■».*:■ f if ■ i'i' MPit 



..■.lLI 



rvU NL si 14.514.51^.5 IS tl . C 2 - 3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB LOCATION: BARK LAKE 

TOWNSHIP: JONES 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MI N MA X 


L. TROUT 


8 


434 


90 76 



DISTRICT: RENFREW 
LAT/LONG: 4 527/7721 

1977 SOURCE: MOE 



LENGTH (CM) WT. (GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



59. 9 50.5 67.0 2180 0.0 5.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: MI REX LOCATION: BARK LAKE 

TOWNSHIP: JONES 

DISTRICT: RENFREW 

LAT/LONG: 4527/7721 

TISSUE: MUSCLE YEAR: 1977 SOURCE: MOE 

LIMIT: 100 PPb SEX: - 

SPECIES N MIREX ( PPB) LENGTH (CM) WT. (GM) %> MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT 8 ND ND ND 59.9 50.5 67.0 2180 0.0 5.9 



OMAFJL MNIS'iPY OF TIE ENVI KOl^LN'J 
LABORATORY ShhvlCLS bRANCH 

POLLUTANT: PCB LOCATION: BEVEFLY LA hi. 

TOV»NSHIP: bASTARD 

DISTRICT: li LLS 

LA'1/LO.C: 44 37/76C5 

■liSSUL": MUSCLE YEAR: 197? SOULCL: r- Oi 

LIMIT: 2UU0 PPU SEX: - 

SFLCILS N PCb ( PPB) LENGTH (CM) fcl.(Cf-) %> fr tAN 5 

f.hAN MN MAX MEAN M1W MAX Il£AIv L1M1 LIPID 

^ iKL 3 imL i.l NL 16.6 14.8 17.5 0.0 0.3 



ON'IARIC MINISTRY OF THE LNVIRGNKLN1 
LABORATORY SERVICES bRANCH 

POLLUTANT: MI BEX LOCATION: bEVEKLY LAKL 

TUv.hSHIP: BASTARD 

LISTRIC1: LLLLS 

LAT/LONC : 44 3 7/ 76 5 

TISSUE: MUSCLE YEAR: 1S77 SCuRCL: LCL 

LIMIT: 100 FM3 SLX: - 

SPECIES M MIREX (PPb) LENGTH (O) ivl.(O-) »> M -Alv * 

MEAN MN MAX MEAN MN KAX I LAN IL'l'i L1PIL 

^IhL 3 nu NO Nu 16.6 14. b 1"/. 5 0.C 0.3 



ONTARIO MINISTRY Ot THE ENVIROMEN1 
LAb ORATORY SERVICES BRANCh 

POLLUTANT: PCb LOCATION! CON SI AN LAKE 

'IoI-hSHIP: G RAIT Am 

LI STRICT: RENt REh 

LAI /LONG: 4 525/7701 

•ilSSUL: MUSCLE YlAR: 1977 SOURCE: HOG 
LIMIT: 20 PPb SEX: - 

&PECILS w PLb ( RPb) LENGTH (CM) v\T. (GM) %> MEAN % 

MLAiM TIN MAX ME Ad MIN MAX MEAN LIMIT LIPIU 

UALLLYh 5 49 NJJ 125 45.6 42. S 48.8 844 0.0 0.3 

Fi KE 3 38 20 5u 50. S 47.8 54.4 1126 0.0 0.2 

Y. PLRCh 1 30 18.1 - 85 0.0 0.4 

r,. LASS 1 30 - 12,9 - - 48 0.0 0.3 

fc'SfciSU 1 b(i - - 17.4 - - 124 0.0 0.2 



ON'iARR. MINISTRY OF THE dNVIRGNJ-LNT 

LAEURATU-Y SfcEVICLS hi ANCH 

K/iXc'lAwT: MI lib* LOCATlGl.! CONSTAls LAKE 

TuViNShlP: CRATTAN 

Ul STRICT: REN* REV 

LAl/LOwC: 4 525/7701 

*EAK: 1977 SOURCE: MGE 

p fl S LX : - 

MM.X ( PPb) LENCTh (CM) V>T.(GM) %> MEAN % 

rttAh fliM TAX MEAN MIN MAX MEAN LlMI'l LIPID 





TISSUE: b 


.USCLfc 




LIMM : 


10C 




SPECIES 


t\ 




V.ALLL ye 

k IKE 

\. PEiCb 
I;. bASS 

p'Si.i u 





5 


i\U 


NL> 


wD 


45.6 


42. 5 48.8 


844 


0.0 


0. 3 


3 


NU 


i\L 


wL 


50. 5 


47.8 5 4.4 


1128 


0.0 


0.2 


I 


NLi 


— 


— 


18.1 


- 


85 


0.0 


0.4 


1 


NU 


- 


— 


12. i 


- - 


48 


0.0 


0. 3 


1 


NU 


• 


- 


17.4 


- 


124 


0.0 


0.2 



POLLUTANT: PCB 



TISSUE: huscls 

LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY 0^ TH IT?] '■ ' 
LABORATORY SERVIC IS " 

LOCATION: CON 

TO'JNSHIP: " 

DISTRICT: CARL3T0K 

LAT/LONG : / 529/7559 

YBAJ : 1 576 

■OP '3 g Ej '-" . _ 



SOURC : **0 



N PCB ( PPB) LENGTH (CM) \ T T. (GM) 

J'fEAN FIN MAX MEAN MIN 



IF AN .' 



M :ak t.p? it Liprr* 



PIK-: 



8 



NP 



ND 



NO 



43.1 36.0 56.0 >29 C.( 1.0 



POLLUTANT: tflREX 



TISSUE: MUSCLE 

LIMIT: 100 PPB 



SPEC IBS 



ONTARIO MINISTRY 0? TH* ENVTRONIIvNT 

LABORATORY SERVICES BRANCH 

LOCATION: CONSTANCE Li 

TOWNSHIP: MARCH 

DISTRICT: CARLETOfi 

LAT/LONG: '529/7559 

YEAR: 1376 
SEX: - 



SOURCE: "T ; 



N MIF (PPB) L'rlNGTH (CM) "T.(GM) .'> r.V:,' 
MEAN MIN MA" '.AN Mil MAX MEA31 LIMIT LIPI r > 



pix.3 



8 



T:) 



ND 



ND 



'7.1 36. C ~ c .r 629 0.0 1.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


CROWE LAKE 
MARMORA 
HASTINGS 
4429/7744 




TISSUE: MUS 




YEAR: 


1976 


SOURCE: MOE 


LIMIT: 


2000 


PPB 


SLX: - 






SPECIES 


N 


PCB 


( PPB) 


LENGTH (CM) 


WT. (GM) %> MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


WALLEYE 


4 


ND 


ND ND 


47.1 31.0 57.2 


1070 0.0 0.4 


S.M. BASS 


4 


3 


ND 10 


32.9 26.2 45.7 


5 74 0.0 0.5 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CROWE LAKE 

TOWNSHIP: MARMORA 

DISTRICT: HASTINGS 

LAT/LONG: 44 29/774 4 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N MI REX 
MEAN 


( 
MIN 


PPB) 
MAX 


LENGTH (CM) 
MEAN MIN MAX 


WT. (GM) 

MEAN 


%> MEAN ? 
LIMIT LIPID 


WALLEYE 
S.M. BASS 


4 ND 

4 ND 


ND 
ND 


ND 
ND 


47.1 31.0 57.2 
32.9 26.2 45.7 


10 70 
574 


0.0 0.4 
0.0 0.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 200 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KERR LAKE 

TOWNSHIP: LANARK 

DISTRICT: LANARK 

LAT/LONG: 4 502/7623 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N 


PCB 


( 


PPB) 






MEAN 


MIN 


MAX 


PIKE 


2 


ND 


ND 


ND 


B. BULLHEAD 


7 


10 


ND 


20 


S.M. BASS 


3 


ND 


ND 


ND 


W. SUCKER 


2 


5 


ND 


10 


Y. PERCH 


5 


ND 


ND 


ND 


WALLEYE 


2 


ND 


ND 


ND 



LENGTH (CM) 

MEAN MIN MAX 



46. 45.0 47. 

26-4 25-0 28-0 

30. 7 20.0 45-0 

40-0 30-0 50. 

22.4 19. 28- 

59.0 58-0 60-0 



T. (GM) 


%> 


MEAN % 


MEAN 


LIMIT LIPID 


480 


0.0 


0.2 


256 


0.0 


1.0 


557 


0-0 


0.6 


715 


0.0 


0.4 


172 


0.0 


0.5 


1998 


0.0 


0.4 



ONI A RIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


Ml REX 




LOCATION: 
TOWNSHIP: 


KEFR LAKE 
LANARK 


















DISTRICT: 


LANARK 










TISSUE: MUSCLE 






LAT/LONG: 
YEAR: 


4502/7623 
1976 




SOURCE: 


MCE 


LIMIT: 


100 




PPB 


SEX: 


' 












SPECIES 


N 




MI REX 

MEAN 


( 

MIN 


PPB) 
MAX 


LENGTH 

MEAN MI In 


(CM) 
MAX 


WT. (GM) 

MEAN 


%> MEAN % 
LIMIT LIPID 


PIKE 

B-BULLHEAD 
S.M. BASS 
W. SUCKER 
Y- PERCH 
WALLEYE 




2 
7 
'] 
2 
5 
2 


ND 
ND 
ND 
ND 
ND 
ND 


ND 
ND 
ND 
ND 
ND 
ND 


ND 
ND 
ND 
ND 
ND 
ND 


46.0 45.0 
26.4 25.0 
30. 7 20.0 
40.0 30.0 
22.4 19.0 
59.0 58.0 


47.0 
28.0 
45.0 
50.0 
28.0 
60.0 


480 
256 
557 
715 
172 
1998 


0.0 
0.0 
0.0 
0.0 
0.0 
0.0 


0.2 
1.0 
0.6 
0.4 
0.5 
0.4 



POLLUTANT: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: MISSISSIPPI RIVER 









TOWNSHIP: 


MISSISSIPPI 
















DISTRICT: 


CARLETON 
















LAT/LONG: 


4526/7616 










I ISSUE: MUSCLE 




YEAR 


: 


1976 




SOURCE: 


MCE 


LIMIT: 


200C 


PPB 


SEX: 


*■ 












SPECIES 


N 


PCB 


( 


PPB) 


LENGTH 


(CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MItv 


1 MAX 


MEAN 


LIMIT LIPID 


Y. PERCH 


3 


17 


ND 


30 


21-0 20.0 


23.0 


103 


0.0 


0.4 


R.H. SUCKER 


10 


28 


ND 


55 


43,2 32.0 


65.0 


1026 


0.0 


0. 9 


B. BULLHEAD 


11 


19 


ND 


70 


28.5 18.0 


32.0 


334 


0.0 


1.0 


S.M. BASS 


20 


21 


ND 


60 


30.9 21. 7 


40.0 


416 


0.0 


0. 5 


W. SUCKER 


9 


39 


ND 


80 


42.3 30.0 


47.5 


1049 


0.0 


1. 9 


EEL 


10 


88 


30 


150 


7 3.7 50.0 


90. 


94 9 


0.0 


11.4 


WALLEYE 


18 


22 


ND 


50 


44.9 23.0 


78.0 


1087 


0.0 


0. 3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MIREX 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


MISSISSIPPI RIVEP 
MISSISSIPPI 
CARLETON 
4526/7616 








TISSUE: MUSCLE 




YEAR 


: 


1976 


SOURCE: 


MOE 


LIMIT: 


100 


PPB 


SEX: 


mm 










SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


Y. PERCH 


3 


ND 


ND 


ND 


21.0 20.0 23.0 


103 


0.0 


0.4 


R.H. SUCKER 


10 


ND 


ND 


ND 


43.2 32.0 65.0 


1026 


0.0 


0.9 


B. BULLHEAD 


11 


ND 


ND 


ND 


28.5 18.0 32.0 


334 


0.0 


1.0 


S.M. BASS 


20 


ND 


ND 


ND 


30. 9 21.7 40.0 


416 


0.0 


0. 5 


W. SUCKER 


9 


ND 


ND 


ND 


42.3 30.0 47.5 


1049 


0.0 


1.9 


EEL 


10 


ND 


ND 


ND 


73.7 50.0 90.0 


94 9 


0.0 


11.4 


WALLEYE 


18 


ND 


ND 


ND 


44.9 23.0 78.0 


1087 


0.0 


0. 3 



toLLu i Aim'i : t-Co 



TISSUL: :• uSCLtJ 
LIMIT: 200 



UN'iAHO MMJf ( i:i.i ut tivJ LuA* I KUUf-Liv'i 
L hlSOUtK'l uKi SLi.v I L I . . Ji: 

LLfC/VI lo*, : :wl kA i 

'iC^U* Sill i- : llAol 1 'v< J 

l.1 S'l Ml i : ;.o.-l 1 ..- . i 
LA'l /LU.UC : 44 3C/7?: 7 
VEAPj 1^77 



huuFCL: [-XL 



Si-tCI S3 






( hk) 



LSLS'iS ('J- ) 1 1- (■" l) 

f Uw F- Id : AX f LAN 



LIM i L1PIS 



\ . LLkCL * 10 t ivL- 10 - . I" 

* SlZS kPt/CIi'lC CLASS! ^ICft'llU* /WAILS::!. i. 



. 1, c . J 



C. 



2.8 



1 £L aPLCI ii . Si r 1 v -;■.'<. 11.,^: t CS 



SPlXI LS 

*. SLLCh 



<6 



6-b b-10 10-12 12-1-1 M~H lb-22 £i-2o 2C-30 >30 



A PCL 

L irCL 

- PCS 



CGLttC£*v1'KATlC£4 < iUiAJ it-.. 

CVviCLwTRATIUN > 2 000 t'r'ii 

LATA l40/J AVAlLAbLL iui-. TLIS blif" 



fLLLu'lAn 1: MIkBX 



11SSUL: Su^CLL 

Lin IT: 100 ft-i 



u,V]Ai,l, MhlS'JM ,.S TIO IJ» V I PQuM.N'] 
LASu^A'lOhY 'iUvVXClS ^*',MC.U 

L0CA1 ila: l oil a Lai i. 

x^t i^Slil f: ImS 1 1 SA S 

L.1 ST* 1CT : ML. Li 1 i\C LrU'rt 

LA'i /LuuC: 44 ji;/ "/ 72 / 

YLAk; IS 7 7 
LLX: - 



SULt-CL : ?■ SL 



bLLClLS 



.LAN Mis S\X 



Li l>1 i t'i (C-.) ST . ((.;• ) %r> i LA . 

• i./\.\ ;.i M : AX LLAtv LI, Ml Lie J I 



\ . PLhCrt 



1C 



lmL; 



US 



wL 



b. i 



. c 6.3 



0.0 



2. t 



OMAKIU KIMSIKY OF THE ENVIRON EM 
LABORATORY SERVICES BRANCH 

PAUAMtTLR: PCi^ LOCATION: G'lTAfcA RIVER SULLOC: Cb 

TGVNSUIP: PEMBROKE (CTI&IiK BAY) 

olSTRIC'I : FRESCO! T 

LAI/LONG: 4534/7423 

TISSUE: ..cSCLE YEAR: 1972 SOURCE: MGE 

LJMIT: 200 C PPb SLX: - 

SPECIES N PCB (PPb) LENCTH (CM) V.T.(CM) % > f EAN ? 

MEAN MN MAX MEAN MIN MAX MEAN LIM11 LIPIL 



l.ALLEYL 


7 


27 


IS 


46 


36.0 32.5 38.5 


465 


0.0 


0.0 


i . ti . SUCM'LP 


3 


63 


27 


90 


4 3.7 30.0 5 2.0 


1537 


0.0 


0.0 



0W7ARI0 KlUlS'il.Y Ci liiL L'NVl FC Jf EN*] 

LA. b C F A 1 U i Y JiCRV IC ES b LA N C 1 1 

PARAMETER: fCd LOCATICU: O'lTAl A i<JLVLK SULJEOC: bC 

'IOVNSBIp: PEMBROKE ( " T ° r ■ ) 

LlSlMC'l: PRESCO'il 

LA r i/LOi\C: 4 534/7 4 13 

'11SSUE: KUSCLE YEAR: 1972 SCUi CE: t'Ofc 

LIMIT: 20 PPd SEX: - 

SPECIES lM PQ> (PPL) LLNC'iii (Cu) .'i.(C) LAim ? 

(LAN III, f-AX "• LA,, MM >AX !b Llil'l blflL 

CARP 3 1827 1250 26 30 li. 3 71-0 fc*2.5 76yy 33.3 0. C 

SiUUGEOhi 6 1250 700 2550 75.6 G3.5$$S$$ 3045 16.7 0.0 



ONTARIO MINIS'IRY OF THE ENVIPONMEM 
LABORATORY SERVICES BRANCH 



PARAMETER: PCD 



TISSUE: MUSCLE 
LIMIT: 20 



PPB 



LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAI/LOimG: 

YEAR: 
SEX: - 



OTTAWA RIVER 
PEMBROKE 
PRE SCO TT 
4534/7423 
1972 



SULLCC: P 
(PEMBROKE ) 



SOURCE: MCE 



SPECIES 



PCB 

MEAN 



(PFB) 

M I N MA X 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 7 47 28 90 31.2 28.0 34.5 30 5 0.0 0.0 

MOONEYE 3 100 32 149 29.2 26.5 31.0 331 0.0 0.0 

Y. PERCH 3 59 21 134 22.3 21.5 23.5 171 0.0 0.0 

ft. SUCKER 5 38 28 50 31.7 28.0 35.0 50 2 0.0 0.0 

R.H. SUCKER 3 82 28 174 35.7 31.0 42.5 861 0.0 0.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: OTTAWA RIVER 

TOWNSHIP: OTTAWA 

DISTRICT: PRESCOTT 

LAT/LONG: 4 527/7542 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (IN) WT. (LB) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S.M. BASS 
WALLEYE * 



3 28 23 37 11.2 9.4 12.6 

14 99 ND 240 13.1 10.2 16.1 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



0.0 
0.0 



0.6 
0.4 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

WALLEYE --AAAA---- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: OTTAWA RIVER 

TOWNSHIP: OTTAWA 

DISTRICT: PRESCOTT 

LAT/LONG: 4527/754 2 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N MIREX 
MEAN 


( 
MIN 


PPB) 
MAX 


S.M. BASS 
WALLEYE 


3 ND 
14 ND 


ND 
ND 


ND 
ND 



LENGTH (IN) WT. (LB) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



11.2 9.4 12.6 
13.1 10.2 16.1 



0.0 
0.0 



0.6 
0.4 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: RIDEAU RIVER 

TOWNSHIP: OTTAWA 

DISTRICT: CARLETON 

LAT/LONG: 4 527/7542 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N 


PCB 


I 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


WALLEYE 


48 




12 


ND 


240 


43.0 23.0 71.0 


923 


0.0 


11.8 


MUSKEY 


7 




7 


ND 


15 


59. 3 34.0 80.0 


1600 


0.0 


0. 3 


PIKE 


12 




11 


ND 


40 


46.2 33.0 63.0 


671 


0.0 


0.4 


B. CRAPPIE 


11 




3 


ND 


15 


25. 9 22.0 28.0 


30 5 


0.0 


0. 3 


B. BULLHEAD 


20 




9 


ND 


65 


25. 9 22.0 30.0 


2 71 


0.0 


1.1 


S.M. BASS 


11 




16 


ND 


70 


29. 7 19.5 48.0 


50 2 


0.0 


0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MIRE> 


t 


LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


RIDEAU RIVER 
OTTAWA 
CARLETON 
4527/7542 








TISSUE: MUSCLE 




YEAR: 


1976 


SOURCE: 


MOE 


LIMIT: 


100 


PPB 


SEX: 


■" 










SPECIES 


N 


MI REX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEA 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LI 


WALLEYE 


48 


ND 


ND 


ND 


43.0 23.0 71.0 


923 


0.0 


11.8 


MUSKEY 


7 


ND 


ND 


ND 


59. 3 34.0 80.0 


1600 


0.0 


0.3 


PIKE 


12 


ND 


ND 


ND 


46.2 33.0 63.0 


671 


0.0 


0.4 


B. CRAPPIE 


11 


TR 


ND 


1 


25. 9 22.0 28.0 


30 5 


0.0 


0.3 


B. BULLHEAD 


20 


ND 


ND 


ND 


25. 9 22.0 30.0 


2 71 


0.0 


1.1 


S.M. BASS 


11 


ND 


ND 


ND 


29. 7 19.5 48.0 


50 2 


0.0 


0.5 



i'^LLu i Al/1 : fCb 



Li I'i : 2uOC 



L**>UFA'LU^ bHvlCLS b&AUCti 

L CjCA'J 1 C ' - : ' L ^ I , L ST . r J<A iN C 1 S 
'iChM StllP: (Ll.-JCA; 
LiS'll-lLi: ColiftVALL 
LAI/LOhC: 450b/ 1 • 
Y£A*: 1577 



SOUFCL: fiCl 



btLCl LE 



iM PGJ 

PL An 



( PPL) 

r i w ;• a X 



(CM) WT. (ff) %> KEAN % 

i l/V. flh < v AX \ LAN LIMIT L1PIL 



stukGEO^ 



13 5*32 1730 155U0 112.5 53.0$$$$$ 11036 92.3 11.9 



PuLLU'iAu'i: MI REX 



1 ISSUE: MUSCLE 



LlblT: 



100 



i-Jrb 



UiViAklO [.iIWISTKS oh '1 ! I twVIRONf ENl 

L A b h A'i C K Y S E !'• */ I CE S ti K A rtCi I 

LOCA'HCu: LAKE ST.frPAi\CTS 

lOMShlf : CLENGAKP-Y 

Li Si blC'l : CUKNl ALL 

LA'l/LONG: 4508/74 25 

YEAH: 197 7 
S EX: - 



SOURCE: MCE 



oirLCILb 



N M F E> ( PPL) 

:-i£,AfJ Mn hAX 



i'H (Cl) l *i. (Cr ) %> MEAN % 

: ■ L An I 1 iX > ■■ K Alv LI M IT LIPID 



SiURCEu.n * 13 54 23 98 112.5 53. €$$$$$ 11036 0.0 11.9 

* SIZE SPECIFIC CLASSIFICA'lIOfl AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: MREX 



SPECIES 



STURGEON 



<6 



6-t 



LjI^E RANGE: (INCHES) 

1-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A r I HEX CONCENTKATIUN < 100 P Pb 

L> PI LEX CONCENTRATION > 100 PPB 

- KIkEX DATA i\Oi AVAILAllE ELK THIS SIZE 



Oj*1AK10 MNISTRY OF THE ENVIRONMENT 



POLLUTAH'i: PC8 



TISSUE: MUSCLE" 
LL-1T: 10 CO 



LABORATORY SERVICES BRANCH 

LOCAT1CJ*: LAKE ST. PETER 

TQlNBlilP: MCCLURE 

LISTMCT: HASTINGS 

LA'i/i_C.C: 4518//802 

YEAI-: 1976 
PPE SE>: - 



tCUlCF: fCF 



SPLXI ES 



N PCi^ ( PPL) LDvCTL (CI- ) IT.(C-) 

J u4fe f I is N£t iEAN tfl*« : A* f fAi. 



?> ME>$ | 
L1MT LIPIl 



L. TlOuT * 17 4C3 wju H^G CO. 9 24.1 83. C 1" 30 0.0 

* Sli.P SPECIFIC CL -A.'.'J'lt ICA'iiCtv /^VAlL^L'Ll 



-i. / 



..IZF rpRCIb'IC CLaSSIEICY-UICN: PCL 



.3!.- PC J I.S 

La 'i ! ^_U i 



r.— c 



SI &£ 1 '-.Ct : (I NCMS) 
10 1012 12-14 14-1? 18-22 



A 



A 



?o-30 >30 



a k:, 

P€ J 



:;:...:!., itaiic;, < ; 'cc P.p-< 

::>_,, C;.. •;, f at it > 2 cor ± i-. • 

. t* TA NOT A v ;• X t ■• ,. 1 1 )C T ! 1 S SI A t 



ntario mIu1£H-t ct TtX n,vu oi«: i.:..'x 



irCLLL/. A.'J : f-IIRRr 



Ll IT; ICC i « 



/ ;c- A 'j u . 

Lr'l/r,, < 



i k; l: ?,t, vi Ti;r 
■ ettuj l 

: c .]^/73C2 



: v.. g 



rrr. : » 3c 



r t. ' ■ f"* 1 f(i 



:,h "CI 



h) MI i .! ■>• ( .?«.) 

. ' '\ : " 1 . . * r ' 



lU'^CIR- (C- ) 

■ ••-.*,, ■ I >' ■■>■■< 



(C) ^> ' > f ■« $ 

•1-^AN bit l'I r Ii I! 



X. « J. I >". I 



17 



s:. •; 2^.1 r i j xrm o. 



. / 



ONTARIO MINISTRY Of THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCd 




LOCA1 ION: 
TOWNSHIP: 
DISTRICT: 
LAI /LONG: 


STOCO LAKE 
HUNCERFOPD 
HASTINGS 
4428/7717 










TISSUE: MUSCLE 




YEAR 


: 


1976 




SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: 


— 












SPECIES 


N 


PCB 


( 


PPB) 


LENGTH 


(CM) 


WT. (GM) 


l> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN Mils 


MAX 


MEAN 


LIMIT LIPID 


L.M. BASS 


1 


ND 


_. _ 





25.2 - 


~ 


284 


0.0 


0.5 


MUSKEY 


2 


8 


ND 


15 


56. 5 48.9 


64.0 


10 04 


0.0 


0. 3 


WALLEYE 


16 


3 


ND 


10 


41.4 30.2 


63. 


951 


0.0 


0.4 


PIKE 


11 


4 


ND 


35 


54.6 4C. 5 


70. 5 


130 2 


0.0 


0. 3 


S.M. BASS 


2 


ND 


ND 


ND 


25.4 20. 5 


30.3 


510 


0.0 


0.2 



ON'IARIC MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: 
TOWNSHIP: 
D1S1 RICT : 
LAT/LONC: 
YEAR: 
SEX: - 



STOCO LAKE 

HUNGEFFORD 

HASTINGS 

4428/7717 

1976 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L.M. BASS 
MUSKEY 
WALLEYE 
PIKE 

S.M. BASS 



1 

2 

16 

11 

2 



ND 
ND 
ND 
ND 
ND 



ND 
ND 
ND 
ND 



ND 
ND 
ND 

ND 



2 5. 2 
56.5 
41.4 
54.6 
25.4 



48.9 
30.2 
40.5 
20. 5 



64. 
6 3. 
70. 5 
30.3 



28 4 
1004 

951 
130 2 

510 



0.0 
0.0 
0.0 
0.0 
0.0 



0. 5 
0. 3 
0.4 
0. 3 
0.2 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


TAY RIVER 
FENSLEY 
LANARK 
4453/7608 










TISSUE: MUSCLE 




YEAR 


s 


1976 




SOURCE: 


MOE 


LIMIT: ; 


20 


PPB 


SLX: 


-~ 












SPECIES 


N 


PCB 


( 


PPB) 


LENGTH 


(CM) 


WT. (GM) 


%> 


MEAN ? 






MEAN 


MIN 


MAX 


MEAN MIN 


1 MAX 


MEAN 


LIMIT LIPID 


L.M. BASS 


10 


2 


ND 


15 


25.6 21.0 


37.0 


297 


0.0 


0. 3 


B. BULLHEAD 


3 


10 


ND 


20 


27. 7 26.0 


30.0 


310 


0.0 


1.4 


B. CRAPPIL 


1 


15 


- 


- 


23.0 - 


- 


240 


0.0 


0.1 


R.H. SUCKER 


3 


52 


10 


75 


42. 7 40.0 


46.0 


66 3 


0.0 


1. 9 


PIKE 


4 


15 


10 


25 


42.8 36.0 


48.0 


495 


0.0 


0. 2 


Y. PERCH 


2 


13 


10 


15 


24. 5 24.0 


25.0 


240 


0.0 


0. 5 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: TAY RIVER 
TOWNSHIP: FENSLEY 
DISTRICT: LANARK 
LAT/LONG: 4453/7608 
YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MI REX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


L.M. BASS 


10 


ND 


ND 


ND 


25.6 21.0 37.0 


297 


0.0 


0. 3 


B. BULLHEAD 


3 


ND 


ND 


ND 


27. 7 26.0 30.0 


310 


0.0 


1.4 


B. CRAPPIE 


1 


ND 


- 


- 


2 3.0 - 


240 


0.0 


0.1 


R.H. SUCKER 


3 


ND 


ND 


ND 


42.7 40.0 46.0 


66 3 


0.0 


1. 9 


PIKE 


4 


ND 


ND 


ND 


42.8 36.0 48.0 


495 


0.0 


0.2 


Y. PERCH 


2 


ND 


ND 


ND 


24.5 24.0 25.0 


240 


0.0 


0. 5 



PCB/MIREX DATA SUMMARIES 



NORTHEASTERN REGION 




P/VK/> ■: TLE' : 



lioSui : 


Cl.L 




u 1 1 1 i : 






bi LCI L S 


.. 


1 



■ . . : 

LrlS'J -• 1CI : 1 

. : ■' ' 
• : 7u 



RCC: iOE 



I 









L 1 1 U r I LIPID 



*'1K»J 



10 






.L 



' 



. I ■ I . 



9 5 . 0.1 



FAI'.AMLT LI : (til 



iiJliUL: luSCLL 
LI MI 'J : 1UU 



: A: ill t LAKL 

■ if: l.l iv. 

Dlp'fl IC'l : : I HC 

- . 

- - 



SOURCE: 'lOC 



iP LCI L 5 



ill (PPi:) 

i it H in . 1 i Cn 



(CI) .i.(. 



I > MEAN % 
L i ! IT L I P 1 



l- 1 K 6 



10 



HO 



49.538. 1 b 6 . 695 0.0 0.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 




YEAP: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


i 


PCB 


( PPB) 






MEAN 


MIN MAX 


WHITEFISli 


10 


36 


ND 7 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: AYLEN LAKE 
TOWNSHIP: DICKENS 
DISTRICT: NIPISSING 
LAT/LONG: 4 537/7751 
1976 



SOURCE: MCE 



LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN 



26.9 26.0 28.0 



%> MEAN % 
LIMIT LIPID 



255 



0.0 



1.6 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: AYLEN LAKE 

TOWNSHIP: DICKENS 

DISTRICT: NIPISSING 

LAT/LONG: 4 537/7751 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WHITEFISH 



10 



ND 



ND 



ND 



26.9 26.0 28.0 



255 



0.0 



1.6 



LAEGhAYU" Y SEUVlCfcs BttANCti 

IwLLulAiU: fc-CB LGCAlIOii.: LAI E ~-Lf-MAT<D 

lufw&iiiE : -'1 1 L»i<C 

LI ST I 1GT : W KRY SsJi 

LAl/I.GiX: 4 54 5/79! 

'1 ISSUE.: LLSCLE XEAK: 1D77 SGUI-CL: MCE 
i^ltl i : 20 PPb SLX: ~ 

blECItE ei FCK ( *&>) LEnClli (ItV) ' i - (LE ) V> BEAN I 

I LAw ME rA>. bAft i I Lm M\X ! LAE LIN* IT LIP IE 



.: I L'l 



50 3 5 $0 4.7 4.7 4.7 CO 2. 3 



1 J TA E 1 L " 1 N 1 S l i Y E T h F, LlN VllwN I E N 1 
LftilGfcA'IOfX SEFVICLS BRANCH 

EuELU'lAiVi: flhLX LOCATlOa: LAhE LiEFiVARD 

lUHiSrMP: STIv 

ElSTElLl : l-AEEi SOi 

LAT/LGiVC: 4 54 5/ 7 $23 

■l ISSUE: rSUfeCLb i'LAR: 157 7 SOU ICE: ■ uE 

EL-.II: 100 fEb SEX: ~ 

SWSCIfaS in r-IKEX ( EPi) EENG'lii (IN) EI.(EE) V> MAE 1 

i-LAN Mm r-A> r EA.\ 1-ilU MAX I CA.^ Eli 11 LIPIL 

bMfeiLT 5 Mi WL NE 4.7 4.7 4.7 0.0 2.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCb 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


BIC DOE LAKE 
RY EPSON 
PARRYSOUND 
4532/7924 




TISSUE: MUSCLE 




YEAR 


: 


1977 


SOURCE: MCE 


LIMIT: 


200C 


PPB 


SEX: 


*■" 






SPECIES 


N 


PCB 


( 


PPB) 


LENGTH (CM) 


V.T. (CM) %> MEAN ? 






MEAN 


MI N 


Ml* 


MEAN MIN MAX 


MEAN LIMIT LIPID 


SAUGEF 


3 


ND 


ND 


NC 


61. 2 56.0 69.0 


1937 0.0 0.0 


PIKE 


1 


ND 


- 


- 


58.0 - 


1680 0.0 0.0 


Y. PERCH 


3 


ND 


NB 


NU 


25. 3 22. 27.5 


275 0.0 0.0 


WALLEYE 


4 


ND 


NL 


ND 


31.1 25.5 35.5 


343 0.0 0.0 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BIG DOE LAKE 

TOV.NSHIP: RYEFSON 

DISTRICT: PARFYSOUND 

LAT/LONG: 4 532/792 4 

YEAR: 197 7 
SEX: - 



SOURCE: MCE 



SPECIES 


N 


MI REX 


( 


PPB) 


LENGTH (CM) 


WT. (CM 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


L1MI1 


[ LIPID 


SAUGEF 


3 


ND 


ND 


NB 


61. 2 56.0 69.0 


1937 


O.C 


0.0 


PIKE 


1 


ND 


- 


- 


58 . - 


1680 


0.0 


0.0 


Y. PERCH 


3 


ND 


ND 


ND 


25. 3 22.0 27. 5 


275 


0. 


0.0 


WALLEYE 


4 


ND 


NB 


ND 


31.1 25.5 35.5 


34 3 


0.0 


0.0 



t -i-L^ 1 i ■■■.- i : i C./ 






. Lvb't-bl. 

: 



L* - - t i i ."«. t i - ■' i << ' 

L t'Vili : •,;•■. J - . I ■ 

1/ : 1 i : £ J ■. ■■' : '. 

i.Ldi I lO : ' ' - • • 

l . . i / L . i. ! ■ ' f 
ft J. L £ \ 5 ~ 



,-..Li LI 



,,ai.,-. 



: • - 



1.. 



, L . (C ) 1 > • ' / . ■ 

; •• i . 1% l'i LlHi 



Li V I 



' 1 



1 , . , 7 ■ i 



r . - 


3 ." 


r 


f . f 


■ _- • • 


) ■ 


i i 


.- 


. . ' 


} ; i 


, . i 


o. - 



I V. L ,jU 



-Lt 



I . . .. . 



i J ; .-. u i : 



: I 



, j i .- J > . : I ■ % 1 ' • 

iv. i : 1 ■ ' 

t ,. .: F U S 

, i , i ■ I . : If* -".'•' ,i ■ ' 

l. i / 1 : • • ' ■ - 

1 i : I 1 



;....i i i C! : " • ' 



i-i. CLj.. 



1 : t ' 



( > , ; 



i 



. u 



L- 1 • 1 r i l.l rl 



i.. ■: K.,i/i 

• l.-i_ I V: 



3 1 



".,;..! 


-' C . •' 


-" : r 


~- . c 


r. . < 


. ' __ • 




1 Sv C 




. . I 


1 . ! 




lz<- 3 


. A, 


l' : . '':" 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


CROSSWISE LAKE 

BUCKE 

TIMISKAMING 












LAT/LONG: 


4724/7939 


REGION: NE 


TISSUE: MUSCLE 




YEAR: 


1975 


SOURCE: MOE 


LIMIT: 


2000 


PPB 


SEX: - 








SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) Wl 


'.(GM) 


% > MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


S.M. BASS 


4 


35 


20 40 


29.2 27.8 31.5 


350 


0.0 0.0 


PIKE 


2 


10 


ND 20 


39.0 37.9 40.0 


475 


0.0 0.0 


W. SUCKER 


5 


16 


ND 40 


33.5 32.5 34.5 


500 


0.0 0.0 



C i. '. .1 i . ■ ■ . : i • . . I v l : 

Li /'J I ! 



.- . IjL'Lj 'J i',l4 I : r _ L . 



1 1 ... 



> 



- t 



"' i J . : la £■ .!'-•' j - i- - • i 

i\ ...-. 1 •■ : ! • ! : 

1 • 1 



' C) : 



.i'.Uu 






. •- ) 



1 






. ( ' ) . > ! fil '-. 

; I ■ II I 'J I 1 * I L 



L l; ,. 



J 1 









. ■ . / 



-1 :• 



J T « 


/ ' . " 


« 3 , ' 






t. 3 


• . 1 




'■-. l. 


\: ? n 


. 


I .4 



t J OtLu , l/-K'l: Ii.t.7 



iiSSU! : i-'uSCLC 

Li: l'i : IOC ti-b 



L/.^Ll A'i L l V L?i . v I CI- Si I ! iCh 

LCCA'J lL: : Lv.L-1 i M .. 

lufchl* : u'Lr I ' 

Lli'i f I L'I : > n I- > St/U^E 

l/'i/L', U C : 4 55b/n. 13 

SLA*: IS 76 
SEX: - 



SOU CE: r CE 



Sir-LCILi: 


N 


i'11-.i.X 


( 


PP&) 






KEAft 


MN 


KAX 


s.;:. bASS 


4 


ND 


Kl 


UD 


rtALLEYE 


11 


viL 


ixU 


i\L 


t- 1 1 ; e 


2 


I ■ 


ivb 


1' L 



LE&GTh (CN) V.T.(GF) 

[MEAN MIN T-:AX N.EAN 



2 S . 7 22.7 4 2.0 
3 0.; 2 S * 5 43-0 
r -: . . M.O 54.0 



%> MEAN % 
L1MT LIPID 



313 0.0 0.4 

336 CO 0.3 

850 0-0 0.4 



POLLUTANT: PCS 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: ELLIOT LAKE 
TOl/NSHIP: 149+155 
DISTRICT: ALGOMA 
LAT/LONG: 4623/8242 
YEAR : 1 976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 

MEAN MIN MAX 



LENGTH (CM) V- r T.(GM) ?$> MEAN fi 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



490 100 1200 45.2 27.6 66.6 1454 0.0 8.4 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ELLIOT LAKE 
TOWNSHIP: 149+155 
DISTRICT: ALGOMA 
LAT/LONG: 4623/8242 
YEAR : 1 976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) 
MEAN MIN MAX 



LENGTH (CM) V/T.(GM) f> MEAN f> 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



ND 



ND 



ND 45.2 27.6 66.6 1 



0.0 8.4 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HOGAN LAKE 

TOWNSHIP: FRESWICK 

DISTRICT: NIPISSING 

LAT/LONG: 4552/7830 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB 
MEAN 



( PPB) 
MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT * 17 10 ND 30 31.1 12.5 42.5 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



528 



0.0 2.0 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

S. TROUT 



<6 

A 



6-i 

A 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HOGAN LAKE 

TOWNSHIP: FRESWICK 

DISTRICT: NIPISSING 

LAT/LONG: 4552/7830 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



S. TROUT 



17 



ND 



ND 



ND 



31.1 12. 5 42. 5 



528 



0.0 



2.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


HORWOOD LAKE 
HORWOOD 
SUDBURY 
4800/8220 






TISSUE: MUSCLE 




YEAR 


. • 


1976 


SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: 


-~ 








SPECIES 


N 


PCB 


( 


PPB) 


LENGTH (CM) 


WT. (GM) %> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


W. SUCKER 


6 


16 


ND 


30 


45-4 42.5 50.5 


1504 0.0 


1.4 


WHITEFISH 


6 


13 


ND 


40 


45. 5 41.0 49.0 


1612 0.0 


1. 7 


PIKE 


3 


10 


ND 


30 


50.5 47.5 53.5 


990 0.0 


0.3 


CISCO 


3 


20 


ND 


40 


27.7 22.5 34.0 


357 0.0 


2. 3 


WALLEYE 


6 


15 


ND 


33 


54.3 46.0 58.5 


2019 0.0 


0.8 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: HORWOOD LAKE 

TOWNSHIP: HORWOOD 

DISTRICT: SUDBURY 

LAT/LONG: 4800/8220 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 






MEAN 


MIN 


MAX 


W. SUCKER 


6 


ND 


ND 


ND 


WHITEFISH 


6 


ND 


ND 


ND 


PIKE 


3 


ND 


ND 


ND 


CISCO 


3 


ND 


ND 


ND 


WALLEYE 


6 


ND 


ND 


ND 



LENGTH (CM) 
MEAN MIN MAX 



45.4 42.5 50.5 

45. 5 41.0 49.0 

50. 5 47.5 53.5 

27.7 22.5 34.0 

54.3 46.0 58.5 



T. (GM) 


%> 


MEAN % 


MEAN 


LIMIT LIPID 


1504 


0.0 


1.4 


1612 


0.0 


1. 7 


990 


0.0 


0.3 


357 


0.0 


2. 3 


2019 


0.0 


0.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



HOWARD LAKE 

ARNOLD 

TIMISKAMING 

4814/7949 

1976 



REGION: NE 
SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



(PPB) 
MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 
WALLEYE 



10 

5 



ND 
ND 



ND 
ND 



ND 
ND 



53.5 42.0 72.0 1070 0. 0.8 
38.0 32.0 51.5 550 0.0 0.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



HOWARD LAKE 

ARNOLD 

TIMISKAMING 

4814/7949 

1976 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 


10 


ND 


ND 


ND 


53. 5 42. 72. 


1070 


0. 


0.8 


WALLEYE 


5 


ND 


ND 


ND 


38.0 32.0 51.5 


550 


0.0 


0.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KENOGAMI LAKE 

TOWNSHIP: GRENFELL 

DISTRICT: TIMISKAMING 

LAT/LONG: 4806/8014 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



WALLEYE 
PIKE 



N 



10 



PCB (PPB) 

MEAN MIN MAX 



ND 



ND 



ND 
ND 



LENGTH (CM) 
MEAN MIN MAX 



37.8 31. 5 45. 5 
45. 7 39.6 57.0 



GM) 


% > 


MEAN % 


AN 


LIMIT 


LIPID 


510 


0. 


0.8 


70 


0.0 


0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: KENOGAMI LAKE 

TOWNSHIP: GRENFELL 

DISTRICT: TIMISKAMING 

LAT/LONG: 4806/8 014 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


MI REX 


(PPB) 






MEAN 


MIN 


MAX 


WALLEYE 


10 


ND 


ND 


ND 


PIKE 


5 


ND 


ND 


ND 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



37.8 31.5 45.5 510 0. 0.8 

45.7 39.6 57.0 700 0.0 0.5 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 20U0 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KERNICK LAKE 

TOWNSHIP: ARMOUR 

DISTRICT: PARRY SOUND 

LAT/LONG: 4537/7921 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



. il . bASS 



PERCH 



PCD 


(P 


PB) 


MEAN 


•41 N 


MA X 


ub 


ND 


ND 


ND 


ND 


ND 



LENCTH (CM) WT . ( GM ) % > MEAN % 

MEAN [UN MAX MEAN LIMIT LIPID 



22.5 17. 1 34. 3 2019 0. 0.7 
23. I 18.1 31.0 1594 0.0 0.5 



PARAMETER: Ml REX 



TISSUE: MUSCLE 
LIMIT: 10 U t'fb 



ON TAMO MINI SUSY OF THE ENVIRONMENT 

LABORATORY S E RV ICES B RAN CH 

LOCATION: KERNICK LAKE 

TOWNSHIP: A HMO U 1 

D I ST R I CT : P A R R Y 5 O U N D 

LAT/LONG: 4 53 7/792 1 

YEAR: 19 7G 

'3 E X : - 



REGION: NE 
SOURCE: MOE 



oPECIES 



S.ii. BhbS 
Y. PERCn 



MI REX 


( P t 


L) 


LLSCTli (CM) V. 


i. (GM) 


\ . 


Mts 


: ;a v 


j : 1 1 1 . 


■in an 


ML) 


ii D 


LiU 


22.5 17. 1 34. 3 


2 019 


ND 


UO 


LNlD 


2 3. « 18.1 31.0 


1594 



% > MEAN * 
LIMIT LIPID 



0. 
0.0 



0. 7 
0.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KIOSHKOKWI LAKE 
TOWNSHIP: PENTLAND 
DISTRICT: NIPISSING 
LAT/LONG: 4605/7853 
YEAR: 1976 

PPB SEX: - 



SOURCE: MOE 



SPECIES 


N PCB 


( PPB) 




MEAN 


MIN MAX 


WHITEFISH 


8 88 


30 30 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



40.7 35,5 45.5 



98 8 



0.0 



4.5 



POLLUTANT: MIREX 



TISSUE: MUSCLE 




YEAR: 


LIMIT: 


100 


PPB 


SEX: - 


SPECIES 


N 


MIREX 


( PPB) 






MEAN 


MIN MAX 


WHITEFISH 


8 


ND 


ND N 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KIOSHKOKWI LAKE 
TOWNSHIP: PENTLAND 
DISTRICT: NIPISSING 
LAT/LONG: 4605/78 53 
1976 



SOURCE: MOE 



LENGTH (CM) WT. (GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



40.7 35.5 45.5 



98 8 



0.0 



4.5 



ONTARIO 'ilwIS'J - J'iiJS ENVIRONMENT 

LAii 

t-Aj A. -LIlF. : £»Ci* LOCATION : LA/UIrt LAKE 

; •, .\ SHIP: - i 

DISTRICT: i,Ih-ISbIUC 

LAf/i 4550/7335 KC CI Otis HE 

II3S0E: i'UoJLL M 1 : 1- SOURCE: -tOE 

LIrll'i': 200 EX: - 

St'CCI £3 (PW.) - . ■ ) . (C ■) - > it: an % 

.: .'\,g U. ( I : :ji LI- IT LIPlU 

L. fKOUT * 11 6c 10 175 57.5 40.0 70.0 2023 0.0 2.5 

* 3Ul SPECIFIC CLASSJI PICA TIC 

olZ< CI flC i IE I CATION: PCs 

: (1 ivCl:fjS) 

^lCIll <d 6-o 8-10 10-12 lk-1-1 14-1S 15-22 22-25 25-30 >30 

L. ir.Ju, - A A 



A PC3 CONCUt.'i isA'i [.Oil < 20 

l, PC- CunCEwTKAllun > 2 OuO 

?C*i DATA ^;i Av 3LE FOi" L fc iiJ S t».|&£ 



- - " ~ 

LAB iCn 

PAftAi*LT¥B : I ; 1 KL X 

lAjwiSlilF: till 

EISTKICT: MI Pi: 

LAT/LCHvC: 4550/7^35 'i OiJ: NE 

riSSOL: hUSCLE *EAR: 1970 SOURCE: :^OE 

LIMIT; 100 fc»W.i EX: - 

SPECIES :, Mtvt -s (PPb) V (vJ. ) Af.(G'i) % > HEAN 1 

Uw !AX :A'N 'tliN MAX fiSAN LIMIT LIPID 

L. TROJT 11 -iO uy wO 57.5 40.0 70.0 2023 0.0 2.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LARDER LAKE 

TOWNSHIP! MCGARY 

DISTRICT: TI MI SHAMING 

LAT/LONG: 4805/7938 REGION: NE 

TISSUE: MUSCLE YEAR: 19 76 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) hT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 


10 


232 


10 


680 


51. 7 32. 74.0 


1351 


0.0 


4.0 


WHITEFISH 


10 


25 


ND 


30 


37.8 29. 5 44.0 


526 


0. 


0. 7 


PIKE 


10 


ND 


ND 


ND 


52.2 41. 68.0 


1111 


0. 


0.2 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCb 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT ---AAAAAAA 



A PCB CONCENTRATION < 2 000 PPB 

B PCb CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



- - ONTARIO MINISTRY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

PARAMETER: MI REX LOCATION: LARDER LAKE 

TOWNSHIP: MCGARY 

DISTRICT: TIMISKAMING 

LAT/LONG: 4 80 5/7938 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 


10 


ND 


ND 


ND 


51. 7 32. 74.0 


1351 


0.0 


4.0 


WHITEFISH 


10 


ND 


ND 


ND 


37. 8 29. 5 44.0 


526 


0. 


0. 7 


PIKE 


10 


ND 


ND 


ND 


52.2 41.0 68.0 


1111 


0.0 


0.2 



foLLL'i f-u'i. : tCu 



LlPi'i : 2u0 



LuC'Vi Xo«. : ■■/.«. .r .'i!.. M... M v£J> 

El E'i rlCi : t-A&M - iL ,J - l 

LA'i / LL ,... : $i-%n/~/ l j'i 

YEAP : I ■-'" "' 
fH ELX: - 



SObl.'Cb: !'-'ol 



EPECIEt 



i Li: 
1 ,L.. ; Vi>l 



( J- K ) 



. I ; : (CO > i . ( C I" ) 

■■ 1 Aft " I- '■■/'> t»£AN 



|> PEAiv \ 
I IT IT LIPIE 



v. A LEE YE 



bL 



['.!_- 



oC.l 12. 6 74.5 2067 0.0 



0. 7 



POLLUTANT: PI HEX 



'11SSUE: MUSCLE 
LIMIT: IOC i'ir'a 



OMAHC PINlSYPY DP THE hmiWm'VUI 

LAbCPATCkY SLhVICCS BKANCB 

LOCATION-: MAGlJETEV At* P1VEF 

'lGfcNSHIP: CHAPMAN 

LI S'i PICT: P AP P Y SOUN D 

LAI /LONG: 4 538/7938 

YEAR: 1977 

SEX: - 



SOURCE: PCE 



SPECIES 



fclKLX 

PlhAN 



( PPi^) 
Filti PA A 



LE.mCTH (Cft) Wl. (CM) 

PL An I I N MAX PLAN 



%> MEAN % 

Lir.n lipid 



UAlLLYE 



ml) 



til* 



oij.l 5 2.6 74.5 



2067 



.0 



0. 7 



PARAMETER: PCS 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MANITOU LAKE 

TOWNSHIP: CAMPBELL 

DISTRICT: MANITOULIN 

LAT/LONG: 4545/8 200 

YEAR: 1975 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



265 



80 500 66.1 63.5 68.6 2752 0.0 0.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCARTHY LAKE 
TOWNSHIP: PROCTOR 
DISTRICT: ALGOMA 
LAT/LONG: 4619/8228 
YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 
L. TROUT 



2 75 25 125 59-5 53.2 6 5.8 2525 0.0 2.5 
1 65 39.8 - - 550 0.0 0.8 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MCCARTHY LAKE 
TOWNSHIP: PROCTOR 
DISTRICT: ALGOMA 
LAT/LONG: 4619/8228 
YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 
L. TROUT 



2 ND ND ND 59.5 53.2 65.8 2525 0.0 2.5 
1 ND 39.8 - - 550 0.0 0.8 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MOOSE RIVER 
TOWNSHIP: CANFIELD 
DISTRICT: COCHRANE 
LAT/LONG: 5048/8117 
YEAR: 1976 

PPB SEX: - 



SOURCE: MOE 



SPECIES 


N 


PCB 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


CI SCO 


7 


31 


ND 


55 


26.5 17.3 37.5 


207 


0.0 


2.9 


WHITEFISH 


1 


ND 


- 


- 


26.5 - 


240 


0.0 


4.2 


PIKE 


1 


ND 


- 


- 


24.5 - 


100 


0.0 


3.5 


WALLEYE 


1 


ND 


— 


— 


16.6 - 


50 


0.0 


0. 7 



POLLUTANT: MI REX 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: MOOSE RIVER 











TOWNSHIP: 


CANFIELD 












DISTRICT: 


COCHRANE 












LAT/LONG: 


5048/8117 




TISSUE: MUSCLE 


i 




YEAR: 


1976 


SOURCE: MOE 


LIMIT: 


100 




PPB 


SEX: - 






SPECIES 


K 


I 


MIREX 


( PPB) 


LENGTH (CM) 


WT. (GM) %> MEAN % 








MEAN 


MIN MAX 


MEAN MIN MAX 


MEAN LIMIT LIPID 


CISCO 




7 


ND 


ND ND 


26.5 17.3 37.5 


207 0.0 2.9 


WHITEFISH 




1 


ND 


-. 


26.5 ~ 


240 0.0 4.2 


PIKE 




1 


ND 


- - 


24.5 - 


100 0.0 3.5 


WALLEYE 




1 


ND 


- 


16.6 - 


50 0.0 0.7 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MISSISSAGJ RIVER 
TOWNSHIP: 
DI ST R I CT : AkGOMA 
LAT/LONG: 4610/8301 
YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN f-AX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 



85 



80 



90 



32.4 27.0 37. 



3 94 



0.0 



0.8 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: MISSISSAUGA RIVER 

TOWNSHIP: HARVEY 

DISTRICT: PETERBOROUGH 

LAT/LONG: 44 33/78 20 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 



ND 



ND 



ND 



32.4 27.0 37. 



3 94 



0.0 



0.8 



PARAMETER: PCB 



TISSUE: MUSCLE 




YEAR 




LIMIT: 


2000 


PPB 


SEX: 


*■ 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


C. CATFISH 


2 


50 


25 


75 


S.M. BASS 


4 


25 


ND 


50 


PIKE 


4 


ND 


ND 


ND 


WALLEYE 


5 


14 


ND 


70 


W. BASS 


2 


5 


ND 


10 


Y. PERCH 


2 


ND 


ND 


ND 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAKE NI PISSING 
TOWNSHIP: - 
DISTRICT: NIPISSING 

LAT/LONG: 4617/8 00 
1976 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



30. 5 30. 5 30. 5 

33.1 29. 38.5 
49. 47.5 53. 5 

39.2 37. 42. 5 
30.0 30. 30. 
37.5 37.5 37.5 



% > MEAN % 
LIMIT LIPID 



425 


0.0 


1.7 


613 


0.0 


1.0 


625 


0.0 


0.2 


690 


0.0 


0. 3 


375 


0. 


1.5 


213 


0.0 


0.1 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE NIPISSING 

TOWNSHIP: - 

DISTRICT: NIPISSING 

LAT/LONG: 4617/8 000 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


MIREX 


(PPB) 


LENGTH (CM) WT 


'.(GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


C. CATFISH 


2 


ND 


ND 


ND 


30.5 30. 5 30. 5 


425 


0.0 


1.7 


S.M. BASS 


4 


ND 


ND 


ND 


33. 1 29.0 38.5 


613 


0.0 


1.0 


PIKE 


4 


ND 


ND 


ND 


49.0 47. 5 53. 5 


625 


0. 


0.2 


WALLEYE 


5 


ND 


ND 


ND 


39.2 37. 42.5 


690 


0.0 


0. 3 


W. BASS 


2 


ND 


ND 


ND 


30. 30. 30. 


375 


0. 


1.5 


Y. PERCH 


2 


ND 


ND 


ND 


37. 5 37.5 37. 5 


213 


0.0 


0.1 



Q ft 1 \P. T n MINI ST RY OF T H E EN V I RO N MEN T 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE NIPT SSI NG 
TOWNSHIP: 

DISTRICT: PARRY SOUND 

L AT/LONG: 4617/8000 

TISSUE: WHOLE FISH YEAR: 1977 

LIMIT: 2000 PPB SEX: - 



POLLUTANT: PCB 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 

MEAN WIN MAX 



LENGTH (IN) WT . ( LB ) %> MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH * 30 24 ND 125 3.3 3.0 3.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



0.0 2.9 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
Y. PERCH 



<6 



6-8 8 



SIZE RANGE: (INCHES) 
-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: WHOLE FISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE NIPISSING 

10WNSHIP: NIPISSING 

DISTRICT: PARRY SOUND 

LAT/LONC: 4617/8000 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 


N MIREX 


( PPB) 




MEAN 


MI N MA X 


Y. PERCH 


30 ND 


ND N 



LENGTH (IN) KT.(LB) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



3. 3 3.0 3.5 



0.0 



2.9 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: RED ROCK LAKE 

TOWNSHIP: WHITMAN 

DISTRICT: ALGOMA 

LAT/LONG: 4620/8 319 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



WALLEYE 



18 



10 



25 



46. 5 36,7 56.3 



1050 



0.0 



0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 



SPECIES 



N 





LOCATION: 


RED ROCK LAKE 




TOWNSHIP: 


WHI TMAN 




DISTRICT: 


ALGOMA 




LAT/LONG: 


4620/8319 




YEAR: 


1976 


PPB 


SEX: - 




MIREX 


( PPB) 


LENGTH ( 


MEAN 


MIN MAX 


MEAN MIN 



SOURCE: MOE 



(CM) WT. (GM) %> MEAN % 
MAX MEAN LIMIT LIPID 



WALLEYE 



ND 



ND 



ND 



46.5 36.7 56.3 



1050 



0.0 



0.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200U 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ROUND LAKE 

TOWNSHIP: OTTO 

DISTRICT: TIMISKAMINC 

LAT/LONG: 4801/8002 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N 



PCB 
MEAN 



( P PB ) 
MIN MAX 



LENGTH (CM) WT . ( GM ) % > MEAN % 

MAX MEAN LIMIT LIPID 



WALLEYE * 10 67 10 150 51.6 41.3 64.0 1440 0.0 0.5 

* SIZE SPECIFIC CLASSIFICATION AVAIL/ 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
WALLEYE 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



PCB 
PCB 
PCB 



CONCENTRATION < 2 00 PPB 

CONCENTRATION > 2 uOu PPb 

O ATA NO T A V A I L A6 L E FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LII1IT: 10 u PPB 



ONTARIO MINI THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ROUND LAKE 

TOWNSHIP: OTTO 

DISTRICT: TIMISKAMINC 

LAT/LONG: 4801/8002 

YEAR: 19 76 
SEX: — 



REGION: NE 
SOURCE: MOE 



SPECIES 



N hi REX (PPB) 

MEAN .UN MAX 



LENGTH (CM) WT. (GM) % > "BAN % 

MEAN .".IN MAX MEAN LIMIT LIPID 



WALLEYE 



10 



bill 



i4D 



N D 



51.6 41.3 6 4.0 



14 40 



0.0 



0.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SASAGINACA 

COLEMAN 

TIMISKAMING 

4724/7942 

1976 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



PIKE 

L. TROUT 

CISCO 



30 

47 

109 



ND 
ND 



90 43.2 37.0 52.0 518 0.0 0.2 

100 56.5 50.0 60.0 1655 0.0 2.0 
470 25.3 19.5 37.0 273 0.0 4.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: 


MU SCLE 


LIMIT: 


100 


SPECIES 





PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



N MI REX (PPB) 

MEAN MIN MAX 



PIKE 

L. TROUT 

CISCO 



3 


ND 


ND 


ND 


3 


ND 


ND 


ND 


6 


ND 


ND 


ND 



LAKE SASAGINAGA 

COLEMAN 

TIMISKAMING 

4724/7942 

1976 



LENGTH (CM) 
MEAN MIN MAX 



43.2 37.0 52.0 
56.5 50. 60. 

25.3 19.5 37.0 



REGION: 
SOURCE: 



NE 
MOE 



(GM) 


% > 


MEAN % 


EAN 


LIMIT 


LIPID 


518 


0.0 


0.2 


1655 


0. 


2.0 


273 


0.0 


4.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



SESEKINIKA LAKE 

CRENFELL 

TIMISKAMING 

4811/8014 

1976 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 


10 


ND 


ND 


ND 


37.6 31. 6 45.0 


470 


0.0 


0.3 


PIKE 


9 


ND 


ND 


ND 


47. 3 38.0 58.0 


994 


0.0 


0.3 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



SESEKINIKA LAKE 

GRENFELL 

TIMISKAMING 

4811/8014 

1976 



REGION: NE 
SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



WALLEYE 


10 


ND 


ND 


ND 


PIKE 


9 


ND 


ND 


ND 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX 



37.6 31. 6 45. 
47. 3 38.0 58.0 



GM) 


% > 


MEAN % 


AN 


LIMIT 


LIPID 


470 


0.0 


0.3 


994 


0.0 


0.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SKELETON LAKE 
TOWNSHIP: MULLIGAN 
DISTRICT: TIMISKAMING 
LAT/LONG: 4742/7939 
YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) $ > MEAN # 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 


9 


ND 


ND 


ND 


39.9 28.6 62.5 


667 


0.0 


0.2 


PIKE 


3 


ND 


ND 


ND 


50.9 47.7 53.6 


600 


0.0 


0.1 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG : 
YEAR: 
SEX: - 



SKELETON LAKE 

MULLIGAN 

TIMISKAMING 

4742/7939 

1976 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



H > 



MEAN ft 
LIMIT LIPID 



WALLEYE 


9 


ND 


ND 


ND 


PIKE 


3 


ND 


ND 


ND 



39.9 28.6 62.5 667 0.0 0.2 
50.9 47.7 53.6 600 0.0 0.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 




YEAF 


t: 


LIMIT: 


2000 


PPB 


SEX: 


— ' 


SPECIES 


N 


PCB 


( 


PPB) 






MEAN 


MIN 


MAX 


SAUGER 


10 


ND 


ND 


ND 


S.M. BASS 


11 


ND 


ND 


ND 


WHITEFISH 


10 


54 


ND 


215 


L. TROUT 


9 


138 


ND 


495 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SMOKE LAKE 
TOW* SHIP: PECK 
DISTRICT: NIPISSING 
LAT/LONG: 4531/7841 
1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



56.2 41.0 69.0 1345 
25.6 21.0 31.0 302 

31.3 28.0 39.3 245 
45.1 3.4 70.0 1213 



%> MEAN % 
LIMIT LIPID 



0.0 0.4 

0.0 0.6 

0.0 1.0 

0.0 97.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: 


MIREX 


LOCATION: 


SMOKE LAKE 












TOWNSHIP: 


PECK 












DISTRICT: 


NIPISSING 












LAT/LONG: 


4531/7841 






TISSUE: MUSCLE 




YEAR 


i • 


1976 




SOURCE: MOE 


LIMIT: 


100 


PPB 


SEX: 


* 








SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH 


(CM) 


WT. (GM) %> MEAN % 






MEAN 


MIN 


MAX 


MEAN Mil* 


1 MAX 


MEAN LIMIT LIPID 


SAUGER 


9 


ND 


ND 


ND 


55.8 41.0 


69.0 


1322 0.0 0.5 


S.M. BASS 


10 


ND 


ND 


ND 


25.9 21.0 


31.0 


313 0.0 0.6 


WHITEFISH 


10 


ND 


ND 


ND 


31. 3 28.0 


39.3 


245 0.0 1.0 


L. TROUT 


9 


ND 


ND 


ND 


45.1 3.4 


70.0 


1213 0.0 97.1 



PARAMETER: PCB 



TISSUE: MUSCLE 



LIMIT: 
SPECIES 


2000 

N 


PPB 
PCB 

MEAN 


SEX: - 
(PPB) 

MIN MAX 


WALLEYE 
WHITEFISH 
L. TROUT 
BURBOT 
CISCO 
S.M. BASS 


23 
6 

5 

10 
5 
2 


64 

74 

194 

4 

99 

70 


ND 500 

ND 235 
15 420 
ND 20 
20 220 
60 80 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: TALON LAKE 
TOWNSHIP: MATTAWAR 
DISTRICT: NIPISSING 
LAT/LONG: 4618/7905 
YEAR: 1975 

LENGTH (CM) WT. (CM) 



REGION: NE 
SOURCE: MOE 



MEAN MIN MAX MEAN 



46.8 38.0 64.0 1359 

45.7 40.0 52.0 1292 

49.2 32.2 62.0 1795 
55.7 47.0 67.0 1370 
29.7 26.6 31.0 340 

29.3 28.0 30.5 500 



* > 



yo ^ MEAN fo 
LIMIT LIPID 



0.0 
0.0 
0.0 
0.0 
0.0 
0.0 



0.6 
0.8 
2.0 
0.1 

0.3 
4.7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: 


PCB 




LOCATION: 


LAKE TEMAGAMI 














TOWNSHIP: 


COBALT 


















DISTRICT: 


NIPISSING 
















LAT/LONG: 


4700/8005 




REGION: 


NE 


TISSUE: MUSCLE 




YEAR: 




1976 






SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: 


"" 














SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT 


'. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT LIPID 


WALLEYE 


7 


52 


ND 


315 


43.9 


24.0 


56.2 


959 


0.0 


0.2 


WKITEFISH 


11 


82 


20 


210 


41. 3 


27. 5 


53.0 


585 


0.0 


0.9 


CISCO 


9 


30 


ND 


80 


23.5 


19. 


30.0 


73 


0.0 


1.5 


L. TROUT 


5 


66 


35 


170 


44. 1 


36.0 


54.0 


604 


0.0 


1.7 


BURBOT 


4 


9 


ND 


20 


39.9 


32.5 


45.5 


325 


0.0 


0.1 


PIKE 


4 


6 


ND 


25 


43.1 


32.0 


70. 


6 26 


0.0 


0.2 


S.M. BASS 


3 


10 


ND 


20 


31.3 


28.0 


35.0 


317 


0.0 


0.5 


W. SUCKER 


2 


ND 


ND 


ND 


41.6 


38.0 


45.2 


775 


0.0 


0.4 



PARAMETER: MI REX 



TISSUE: 
LIMIT: 



MUSCLE 
100 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE TEMAGAMI 

COBALT 

NIPISSING 

4700/8005 

1976 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 


7 


ND 


ND 


ND 


WHITEFISH 


11 


ND 


ND 


ND 


CISCO 


9 


ND 


ND 


ND 


L. TROUT 


5 


ND 


ND 


ND 


BURBOT 


4 


ND 


ND 


ND 


PIKE 


4 


ND 


ND 


ND 


S.M. BASS 


3 


ND 


ND 


ND 


W. SUCKER 


2 


ND 


ND 


ND 



43.9 24.0 56.2 

41. 3 27.5 53.0 

23.5 19. 30. 
44.1 36.0 54.0 
39.9 32. 5 45. 5 
43.1 32. 70. 
31. 3 28.0 35.0 

41.6 38.0 45.2 



959 


0.0 


0.2 


585 


0. 


0.9 


73 


0.0 


1.5 


604 


0.0 


1.7 


32 5 


0.0 


0.1 


626 


0.0 


0.2 


317 


0.0 


0.5 


775 


0.0 


0.4 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 




LOCATION: 


TROUT LAKE 






TOWNSHIP: 


PAXTON 






DISTRICT: 


PARRY SOUND 






LAT/LONG: 


4548/7908 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 2000 


PPB 


SEX: - 




SPECIES N 


PCB 


(PPB) 


LENGTH ( 




MEAN 


MIN MAX 


MEAN MIN 



REGION: NE 
SOURCE: MOE 



CM) WT.(GM 
MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S. TROUT 



11 



26 



ND 



240 



23.9 14.9 29.0 



151 



0.0 



1.2 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: TROUT LAKE 

TOWNSHIP: PAXTON 

DISTRICT: PARRY SOUND 

LAT/LONG: 4548/7908 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S. TROUT 



11 



ND 



ND 



ND 



23.9 14.9 29.0 



151 



0.0 



1.2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: VICTORIA LAKE 
TOWNSHIP: MORRISETTE 
DISTRICT: TIMISKAMING 
LAT/LONG: 4 811/7953 
YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



PIKE 



ND 



ND 



ND 



40. 7 36. P. 44.5 



300 



0.0 



0.2 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: VICTORIA LAKE 

TOWNSHIP: MORRISETTE 

DISTRICT: TIMISKAMING 

LAT/LONG: 4 811/7953 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 



ND 



ND 



ND 



40.7 36.8 44.5 



300 



0.0 



0.2 



PARAMETER: PCB 



TISSUE: MUSCLE 




YEAR: 


LIMIT: 2000 


PPB 


SEX: - 


SPECIES N 


PCB 


(PPB) 




MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: WATADEAG LAKE 
TOWNSHIP: NORDICA 
DISTRICT: TINISKAMING 
LAT/LONG: 4 814/8 033 
1976 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) WT.(GM 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



L. TROUT 



15 



ND 



35 



34.0 31.0 36.0 



70 



0.0 



1.9 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: WATADEAG LAKE 
TOWNSHIP: NORDICA 
DISTRICT: TINISKAMING 
LAT/LONG: 4814/8033 
YEAR: 1976 

SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



ND 



ND ND 34.0 31.0 36.0 70 0.0 1.9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



WEND I GO LAKE 

BAYLY 

TIMISKAMING 

4752/7943 

1976 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 


10 


ND 


ND 


ND 


30.2 25.4 47.0 


260 


0. 


0.3 


PIKE 


8 


ND 


ND 


ND 


43.8 36.8 59.7 


5 50 


0.0 


0.2 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



WEND I GO LAKE 
BAYLY 

TIMISKAMING 
4752/7943 
19 76 



REGION: NE 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE 


10 


ND 


ND 


ND 


30.2 25.4 47.0 


260 


0. 


0.3 


PIKE 


8 


ND 


ND 


ND 


43.8 36.8 59.7 


550 


0.0 


0.2 



PCB/MIREX DATA SUMMARIES 
NORTHWESTERN REGION 




ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



BADESDAWA LAKE 

BADESDAWA 

KENORA 

5145/8945 

1976 



SOURCE: MOE 



SPECIES 



PCB 
MEAN 



MIN 



PPB) LENGTH (CM) WT. (GM) 
MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



W. SUCKER 9 ND ND ND 45.1 41.0 48.0 94 7 0.0 0.8 

PIKE 8 ND ND ND 44.6 27.5 55.0 685 0.0 0.6 

R.H. SUCKER 8 ND ND ND 43.0 41.0 45.0 1008 0.0 1.0 

WHITEFISH 6 ND ND ND 42.0 38.0 49.0 831 0.0 0.5 

WALLEYE 6 ND ND ND 4 4.8 4 3.5 4 7. 78 4 0.0 0.5 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BADESDAWA LAKE 

TOWNSHIP: BADESDAWA 

DISTRICT: KENORA 

LAT/LONG: 514 5/894 5 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


( 


PPB) 


LENGTH (CM) 


WT. (GM) 


%> 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN MAX 


MEAN 


LIMIT LIPID 


W. SUCKER 


9 


ND 


ND 


ND 


45. 1 41.0 48.0 


94 7 


0.0 


0.8 


PIKE 


8 


ND 


ND 


ND 


44.6 27.5 55.0 


685 


0.0 


0.6 


R.H. SUCKER 


8 


ND 


ND 


ND 


43.0 41.0 45.0 


1008 


0.0 


1.0 


WHITEFISH 


6 


ND 


ND 


ND 


42.0 38.0 49.0 


831 


0.0 


0. 5 


WALLEYE 


6 


ND 


ND 


ND 


44.8 43. 5 47.0 


784 


0.0 


0.5 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BADESDAWA LAKE 

TOWNSHIP: - 

DISTRICT: KENORA 

LAT/LONG: 514 5/8 94 5 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


PCB 

MEAN 


(PPB) 

MIN MAX 


LENGTH (CM) WT 
MEAN MIN MAX 


'. (GM) 

MEAN 


% > 
LIMIT 


MEAN % 
LIPID 


PIKE 

CISCO 

WALLEYE 


6 
8 

8 


ND 

4 

ND 


ND 
ND 

ND 


ND 
20 
ND 


48. 47. 49. 5 
34.4 29. 5 44.5 
45.4 39.0 55.0 


597 
532 
868 


0.0 
0.0 

0.0 


0.1 
2.8 
0.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BADESDAWA LAKE 

TOWNSHIP: - 

DISTRICT: KENORA 

LAT/LONG: 514 5/8 94 5 

YEAR: 1976 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



PIKE 


6 


ND 


ND 


ND 


CISCO 


8 


ND 


ND 


ND 


WALLEYE 


8 


ND 


ND 


ND 



48.0 47.0 49. 5 
34.4 29.5 44.5 
45.4 39.0 55.0 



597 


0.0 


0.1 


532 


0.0 


2.8 


868 


0.0 


0.6 



L/ ;'„i/ ,, ii..hV &L r VIC tS . -i ' ' ■■ • ' - 



K^LLulAu'i : 


K-: 




LOCA'l IU 

'i./.i-Shli- 
LlS'i 1 IC'i 
LA'I/LOi ( 


i b -v :.. L .-- 
, ' ■ * i ' 

f.yov^ 3 so 




'ilbSut: . 'U 


.-'CLh 




} LA h : 


1 f;7ft 


Li.Ob 


i,i, l'i : 


2UD0 


f f B 


faLX: - 






b lr L C I Li: 


N 


tCfc 


( F HO 


lm.: ; i (O-J 


1 l.(O) 






••■hAix 


r li. . /• v - 


► ah , i .% 


■ i 


,./ LI.LYL. 


10 




:.u 3 2( 


; 5 3.<: &t. 2 5S.4 


1548 


flKt 


10 


IS 


iL 50 7 2,4 5$. 8 C6.2 


. 


v.:.liLt ibr. 


5 


4] 


NL3 1* 


j 4 7. 3 4;. 4 51. 6 


14 51 






c t> M fc- A h \ 

Lit l'i LILIi 



0.0 0.5 

0.0 0.3 
0.0 l.fc 



±*uLLu'iAwT: I'jlKfcX 



USSUfc: ::uSCLL 
Lliil'i: ICC pLb 



LAuOi-A'lLi Y SLRVICI : ! *i*CH 

LOCMION: CLAY lARl 

loVftSttlfr: KLDVfcRS 

Li ST I- IC'i : KfcfcOF* 

LA'l/bOivC : 5:0 3/ S 3 30 

YLAE: 1976 
bLX: - 



SOURCE : I Ci 



SPtCi to 


Lft 


l 1 t L.X 


( 


t PB) 






hbAti 


f> In 


I A A 


V.AhbLZh 


10 


MLi 


tvb 


,. 


tlKL 


10 


i,L 


WC 


i . 


VvlilTLL I Si] 


5 


ah 


LL 


IS 



LiL.MCl H (Cf ) V 'i. (G! ) *> f BAN * 

,FAiN MU 'AX t-EAft LIM'I LIPID 



S3. 4 4fi.2 5^.4 154T 0.0 0.5 

72.4 59-8 86.2 2492 0.0 0.3 
'7.3 42.4 51.6 14 f J CO 1.8 



POLLUTANl: PCB 



TISSUE: MUSCLE 
LIMIT: 200C 



ONTARIO MINISTRY OF THE ENVI RONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: KAV.1NOGANS RIVEP 

TOWNSHIP: S. LOOKOUT 

DISTRICT: KENORA 

LAT/LOwC: 513 9/895 5 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN ^AX MEAN MIN MAX MEAN 



%> MEAN $ 
LIMIT LIPID 



WALLEYE * 19 3 NL 40 

R.H. SUCKED 9 ND ND NL 

K« SUCKER 3 ND ND ND 

VJHITLflSh 1 ND 

PIKE 1 ND 



32.8 
37.5 
34.8 
46. 
46.0 



26.5 41.0 
22.0 41. 
30.0 37.5 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



326 
594 
512 
115 5 
667 



0.0 
0.0 
0.0 
0. 
0.0 



0. 2 
0. 9 
0. 2 
0.4 
0. 1 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
WALLEYL 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A PCB 
b PCB 
- PCb 



CONCENTRATION < 2 00C FPD 

CONCENTRATION > 2 00 PFb 

DATA NOI AVAILAbLt I: Oft ThIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PFB 



ON'lAIlC MINISTRY OF THE EN V I RON MEN 1 

LABORATORY SERVICES BRANCH 

LOCATION: KAi.INOCANS RIVER 

TOWNSHIP: S. LOOKOUT 

DISTRICT: KKNORA 

LAI /LONG: 513 9/8955 

YEAR: 1976 
SEX: - 



SOURCE: MCL 



SPECIES 


N 


1 I REX 


( 


PPB) 


lenc: 






MEAN 


MIN 


MAX 


MEAN 


fcALLEYE 


19 


ND 


ND 


ND 


32.8 ; 


R.h. SUCKER 


9 


ND 


l\D 


NLj 


37. 5 ; 


atiimm 


I 


i4'U 
ND 


KD 


KL 


U:l 


HKe 


1 


ND 


- 


— 


46.0 - 



i (CM) VT.(GM) 

MIN MAX MEAN 



26.5 41.0 
22.0 41.0 

30. C 37.5 



%> I LAN % 
LIMIT LIPID 



326 

594 



6fi7 



0.0 

0.0 



0.2 
0. 9 



ittl tf:8 8:1 



Q n 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: PICKLE LAKE 
TOWNSHIP: PONSFORD 
DISTRICT: KENORA 
LAT/LONG: 5128/9015 
1976 



SOURCE: MOE 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



PIKE 



ND 



ND 



ND 



50.8 48.5 53.0 



851 



0.0 



0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MIREX 


LOCATION: 


PICKLE LAKE 






TOWNSHIP: 


PONSFORD 






DISTRICT: 


KENORA 






LAT/LONG: 


5128/9015 


TISSUE: MUSCLE 




YEAR: 


1976 


LIMIT: 100 


PPB 


SEX: - 




SPECIES N 


MIREX 


( PPB) 


LENGTH 




MEAN 


MI N MAX 


MEAN MI 



SOURCE: MOE 



(CM) WT. (GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



PIKE 



ND 



ND 



ND 



50.8 48.5 53.0 



851 



0.0 



0.6 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

POLLUTANT: PCB LOCA1ICN: SANTO Y LAKE 

TOfcwSHlP: 81 
DISTRICT: THUNDER BAY 
LAT/LONG: 48 52/8 6 53 

197 7 SOURCE: MOE 



TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


YEAR: 
SEX: - 


SPECIES N 


PCto 

MEAN 


( PPB) 
MIN MAX 



LLNCTh (CM) WT. (CM) %> MEAN ? 

MEAN MIN MAX MEAN LIMIT LIPID 

PIKE 3 ND ND ND 80.8 77.5 82.5 3175 0.0 0.3 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

POLLUTANT: MIREX LOCATION: SANTOY LAKE 

TuV\NSHIP: 81 

DISTRICT: THUNDER BAY 

LAT/LONC: 48 52/8 6 53 

TISSUE: MUSCLE YEAR: 197 7 SOURCE: MOE 

LIMIT: 100 PPB SEX: - 

SPECIES N MIREX ( PPb) LENGTH (CM) M'.(GM) %> MEAN » 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

Pl^E 3 fciU ND Nb 80.8 77.5 82.5 3175 0.0 0.3 



n 1 A i- i I" I N I S'l fi Y OF T \ 1 E LW V I FO U I ■ L N 'I 
LABORATORY SERVICES BRANCH 

PoLLU'IAiVi: PCd LOCATION: LAKE ST. JOSEPH 

TO fib SHIP: SCULL'S BAY 

DISTRICT; KEbCRA 

LAT/LObG: 5105/S035 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MCE 

LIMIT: 2U00 PPb SEX: - 



SPECIES 



u. SUCKEK 
WALLEYE 

CISCO 

rIKE 

\ lilTEEISh 



PCB ( PPB) LENGTH (CM) WT.(CM) S> MEAN % 

MEAN Mb MAX MEAN MIN MAX MEAN LIMIT LIPID 



9 NO ND NO 44.0 37.0 51.0 877 0.0 0.4 

16 1 bU 10 34.3 26.0 43.0 376 0.0 0.3 

i M> ■ - 29.5 - - 269 0.0 0.4 

5 N u NB NO 50.5 4 3.0 58.0 799 0.0 0.3 

1 m, 32.5 - - 334 0.0 0.5 



ONTARIO MINISTRY OF THE LNVIRObtENl 
LABORATORY SERVICES BRAnCH 

POLLUTANT: HI REX LOCATION: LAKE S'l .JOSEPH 

IOV.nSHIP: SCULE'S BAY 

BlS'iriC'i: KEdCRA 

LAT/LOnC: 510 5/9035 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIhIT: 100 PPb SEX: - 

SPECIBS N MIREX ( PPB) LEMCT9 (CM) V/I. (CM) %> MEAN * 

MEAN MIN MAX MEAN KIN MAX f • EAb LIMIT LIPID 



Vv. SUCKER 


9 


NB 


UD 


NB 


44.0 


37.0 


51. 


877 


0.0 


0.4 


WALLEYE 


16 


NU 


NB 


NB 


34. 3 


2 6. C 


43. 


3 76 


0.0 


0. 3 


CI SCO 


1 


Uu 


- 


- 


29. 5 


- 


- 


26 9 


0.0 


0.4 


f 1KB 


5 


ND 


NO 


Nb 


50.5 


43.0 


58. C 


799 


0.0 


0. 3 


iailTEETSh 


! 


nl 


« 


- 


32. 5 


- 


- 


334 


0.0 


0. 5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ST. MARY'S RIVER 

TOWNSHIP: JOCELYN 

DISTRICT: ALGOMA 

LAT/LONG: 4609/8402 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



N PCB ( PPB) LENGTH (CM) WT.(GM) $> MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WALLEYE * 27 114 
Y. PERCH 27 82 
PIKE * 27 142 



38 430 42.7 32.0 51.0 799 0.0 0.6 
34 190 23.5 17.0 32.0 241 0.0 1.0 
30 490 63.9 47.0 76.5 1567 0.0 0.6 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PC3 



SPECIES 

V/ALLEYE 
PIKE 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 

A 



A 

A 



A 
A 



A 



A 



A PCB 
3 PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ST. MARY'S RIVER 
TOWNSHIP: JOCELYN 
DISTRICT: ALGOMA 
LAT/LONG: 4609/8402 
YEAH: 1977 
SEX: - 



SPECIES 



SOURCE: MOE 



N MIREX ( PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) *fc> MEAN r' 
MEAN MIN MAX MEAN LIMIT LIPID 



V/ALLEYE 


27 


ND 


ND 


ND 


Y. PERCH 


27 


ND 


ND 


ND 


PIKE 


27 


ND 


ND 


ND 



42.7 32.0 51.0 
23.5 17.0 32.0 
63.9 47.0 76.5 



799 


0.0 


0.6 


2/11 


0.0 


1.0 


1567 


0.0 


0.6 



PCB AND MIREX DATA SUMMARIES 



LAKE ONTARIO 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY 0? THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

SUBLOC: AH 
(ALBION HILL POND) 



PPB 



LOCATION: LAKE ONTARIO// 1 
TOY/NSHIP: Y/ATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) Y/T.(GM) $ > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



28 



20 



40 



2A.0 23.0 26.0 



98 



0.0 0.4 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LAKE 0NTARI0#1 

T0V;N3HIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: AH 
(ALBION HILL POND) 

SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) Y.'T.(GM) $> > MEAN g 
MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



ND 



ND 



ND 



24.0 23.0 26.0 



98 



0.0 0.4 



ONTARIO MINISTRY 07 THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PP3 



SPECIES 



LOCATION: LAKE ONTARIO;? 1 
TOV/NSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4 338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: 3P 
(Bluffers Point) 



SOURCE: MOE 



N PCB (PPB) 

MEM MIN MAX 



LENGTH (CM) WT.(GH) $> MEAN $ 

MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



8 2213 1000 4700 39.3 30.0 50.0 667 25.0 2.0 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 
TOWNSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: BP 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 



MEAN % 



MEAN MIN MAX MEAN LIMIT LIPID 



8 



57 



25 105 39.3 30.0 50.0 



667 25.0 2.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



N PCB 



LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: l/ATERFRONT 

DISTRICT: YORX 

LAT/LONG: 4338/7922 

YEAR: 1974 
SEX: - 



SUBLOC: DC 
(Duff ins Creek) 

SOURCE: MOE 



(PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) fo > MEAN °/> 
MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 
W. SUCKER 



4 5063 1850 7500 



530 



210 



850 



29.0 26.0 32.0 
38.3 38.0 38.5 



400 75.0 
755 0.0 



2.0 
0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200C 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY services branch 

LOCATION: LAIC?: L.OHTARIO#1 

TOVJNSHIP: L.ONTARIO 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1976 
PP3 SEX: - 



SPECIES 



SUBLOC: DC 



REGION: C 
SOURCE: MOE 



TT PCB (PPB) LENGTH (CM) \ r T.(GM) f, > MEAN .:' 
MEAN MIN MAX MEAN MIN MAX AN LIMIT LIPID 



". PERCH 



7 1313 460 5290 22.1 19.4 26.2 149 14.3 2.4 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF TH :; : ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ONTARIO," 1 
TOWNSHIP: L.ONTARIO 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
TEAR: 1976 
SEX: - 



SIJ3L0C: DC 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) 'JT.(GM) <£ > MEAN ;' 
MEAN MIN HAS MSAN MIN MAX !AN LIMIT LIPID 



If, PERCH 



7 



62 



20 



270 22.1 19.4 26.2 149 14.3 2.4 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


YEAR: 

SEX: - 


SPECIES 


N 


PCB 

MEAN 


(PPB) 

MIN MAX 


W. SUCKER 
V, BASS 
Y. PERCH 


11 

2 

10 


1873 

3710 
4026 


190 5750 
3250 4170 
2750 7000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 
TOWNSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
1975 



SUBLOC: EC 
(Etobicoke Creek) 

SOURCE: MOE 



LENGTH (CM) WT.(GM) $ > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



33.0 23.0 40.0 
19.0 18.0 20.0 
24.5 23.0 25.5 



432 36.4 
111 100.0 
239 100.0 



2.1 
3.1 
3.1 



ONTARIO MINISTRY 0? THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER : 


MIREX 


LOCATION: 


LAKE 0NTARI0//1 


SUBLOC: EC 






TOWNSHIP : 


WATERFRONT 










DISTRICT: 


YORK 










LAT/LONG: 


4338/7922 






TISSUE: MUS 


YEAR: 


1975 


SOU] 


LIMIT: 


1 00 PPB 


SEX: - 








SPECIES 


N MIREX 


(PPB) 


LENGTH (CM) 


WT.(GM) 


% > MEAN 




MEAN 


MIN MAX 


MEAN MIN MAX 


: MEAN 


LIMIT LII 


v;. SUCKER 


11 31 


2 67 


33.0 23.0 40. 


432 


0.0 2.1 


W. BASS 


2 97 


75 118 


19.0 18.0 20. 


111 


50.0 3.1 


Y. PERCH 


10 52 


17 117 


24.5 23.0 25. 


5 239 


20.0 3.1 



PARAMETER: PC.3 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY 0? THE ENVIRONMENT 
LA30EAT0RY SERVICES BRANCH 

location: lake ommioih 
kjwnship: eaterproet 
district: york 

LAT/LONG: 4538/7922 



TM2 : 
PP3 S3X: - 



n pc3 



1375 



SU3L0C: IP 
( East Point ) 

SOURCE: moe 



(PP3) 



length (c::) \ t.(ge) .' > m_.ae ' 



!jAi; HIN IDUI M3AN MIK M/ lAK LIMIT LIPID 



.EULLHEAD 15 1S63 4-0 675C 24.1 13. C 31. C 210 40.0 5.4 



PARAMETER: E1E....H 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO RIRISTRY CE 'EE. .EEI.X:: 

LABORATORY SERVICES 3RANCI1 

LOCATION: LAKE OI^ARIOiH 
TOi/'NSHIP: ".et.eeeo::: 

DISTRICT: YORE 
LAT/LONG: 4338/7922 
YEAR.: 1975 



SU.13L0C: EP 



SOURCE: MOE 



SPECIES 



N MIRER (PP3) LENGTH (CM) ET.(GM) /> MEAN/ 
EEAN MIN MAE MEAN MIR MAE MEAN LIMIT LIPID 



3. BULLHEAD 15 50 ND 21C 24.1 19.0 31.0 210 6.7 3.4 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY 0? THE ENVIRONMENT 

LABORS-TORY SERVICES BRANCH 

LOCATION: LAKE L.0NTAIiI0#1 

TOWSHIP: L.ONTARIO 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAH: 1976 
PPB SEX: - 



SU3L0C: GR 7 



REGION: C 
SOURCE: MO: 



N PCB (PPB) 

MEM MIN MAX 



LENGTH (CM) V, T T.(GM) £ > MEAN £ 
MEAN MIN MAX MEAN LIMIT LIPID 



3. TROUT 



7 



98 



30 



210 18.6 15.6 23.9 



64 



0.0 



2.1 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE EOTIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L. ONTARIO?? 1 
TORNSHIP: L.ONTARIO 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1976 

SEX: - 



SUBLOC: GV; 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) V/T.(GM) % > MEAN;' 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



3. TROUT 



ND 



ND 



ND 



18.6 15.6 23.9 



64 



CO 2.1 



ONTARIO MINISTRY OF THK EHVIRGHHEN!!! 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LOCATION: LAKE ONTARIO,.'' 1 

TO^./NSHIP: VATSRPRONT 

DISTRICT: YORK 

LAT/LONC-: 4333/7922 

YEAR: 1974 
SEX: - 



SU3L0C: HS 
(HEARN STATION) 

SOURCE: MOE 



SPECIES 


If 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


V/. SUCKER 


2 


3150 


800 


5500 


Y. PERCH 


2 


193 


165 


220 


W. PERCH 


2 


2070 


1340 


2800 


R. BASS 


2 


650 


600 


700 


B. BULLHEAD 


2 


700 


400 


1 000 



LENGTH (CM) VT.(GM) \\ > MEAN jJ 
MEAN MIN MAX MEAN LIMIT LIPID 



33.8 29.0 38.5 3422 50.0 

21.8 21.5 22.0 155 0.0 

22.5 21 .0 25.5 212 50.0 

22.0 22.0 22.0 240 0.0 

2/. 5 24.C 25.0 246 O.C 



2.1 

1.4 

2.1 
2.0 
3.3 



PARAMETER: PCB 



TISSUE: 
LIMIT: 

SPECIES 



MUSCLE 
2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE ONTARIO// 1 
TOWNSHIP: Y/ATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: H 
(Hearn Generator) 

SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) # > JEAN £ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 
W. SUCKER 



2 1875 1750 2000 

3 1500 1050 1850 



25.0 24.0 26.0 
31.8 22.5 46.0 



218 50.0 
523 0.0 



2.2 
1.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT : 1 00 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE 0NTARI0//1 

WATERFRONT 

YORK 

4338/7922 

1975 



SUBLOC: H 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) $ > MEAN £ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 


2 


35 


25 


45 


25.0 24.0 26.0 


218 


0.0 


2.2 


W. SUCKER 


3 


42 


30 


50 


31.8 22.5 46.0 


523 


0.0 


1.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAKH L.O 4TAR10* 1 

TOWNSHIP: L.ONTARIO 
DISTRICT: YORK 
LAT/LONC: 4338/7922 
YEAR: 1976 

PPB SEX: - 



SUBLOC: HG 
(He am Generator) 

SOURCE: MOE 



SPECIES 


N 


PCB 
MEAN 


(PPB) 
MIN MAX 


CARP 

W. PERCH 


7 
7 


1401 
2290 


30 
14 50 


3 4 50 
3940 



LENGTH (CM) WT. (GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



65.1 52.5 77.4 28.6 3.4 
21.5 18.2 24.2 14 28.6 3. 5 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 10C PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.ONTARIC#l 

TOWNSHIP: L.ONTARIO 

DISTRICT: YORK 

LAT/LONC: 4338/7922 

YEAR: 1976 
SLX: - 



SUBLOC: I1C 



SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CARP 

W. PERCH 



7 24 ND 125 65.1 52.5 77.4 14.3 3.4 
7 71 35 150 21.5 18.2 24.2 14 14.3 3.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE ONTARIO#1 SUBLOC: HC 

TOWNSHIP: WATERFRONT (Highland Creek) 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

TISSUE: IIUSCLS YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) $> MEAN f 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

\7. SUCKER 3 477 350 680 33.3 28.5 37.0 459 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: V/ATERERONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1974 
PPB SEX: - 



SUBLOC: HR 
(Humber River) 

SOURCE: MOE 



N PCB (PPB) 
"*EA T ! MIN MAX 



LENGTH (CM) WT.(GM) $ > MEAN °/o 
MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 


3 


803 


400 


1500 


28.7 28.0 29.0 


401 


0.0 


0.0 


W. SUCKER 


• 


963 


220 


2200 


31.5 23.0 36.0 


459 


25.0 


0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP : WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
PPB SEX: - 



SPECIES 



SUBLOC: HR 
(Humber River) 

SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) <?o > MEAN £ 
MEAN MIN MX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



15 1504 



ND 3150 35.5 28.0 44.0 



517 20.0 1.6 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: HR 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) $ > MEAN $£ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 



15 



14 



ND 



65 35.5 28.0 44.0 



517 0.0 



1.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0//1 SU3L0C: HM 
TOWNSHIP: WATERFRONT (HUMBER RIVER MOUTH) 



DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
PPB SEX: - 



SPECIES 



SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 



2 1250 1200 1300 27.5 26.5 28.5 298 0.0 1.6 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 SUBLOC: HM 
TOWNSHIP: WATERFRONT (HUMBER RIVER MOUTH) 



DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) c /o > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



B. BULLHEAD 



38 



25 



50 27.5 26.5 28.5 298 0.0 1.6 



PARAMETER: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


(PPE) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#l 
TOWNSHIP: L.ONTARIO 
DISTRICT: YORK 
L AT /LONG: 4 338/7922 
1976 



SOURCE: MOE 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



B. BULLHEAD 



41 



15 



75 



25.4 23.3 27. 5 



198 



0.0 



1. 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.ONTARIO#l 

TOWNSHIP: L.ONTARIO 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1976 
SEX: - 



SUBLOC: LG 



SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



B. BULLHEAD 



ND 



ND 



ND 



25.4 23.3 27. 5 



198 



0.0 



1.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2^00 

SPECIES 



PPB 
PCB 



ONTARIO MINISTRY OR THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE 0NTAPJ0#1 
TOV, T NSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 433^022 
YEAR: 1<T^ 

SEX: - 



STI3L0C: MR 



REGION: C 
SOUP.CE: MOE 



(PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) #> MEAN jS 
MEAN MIN MAX MEAN LIMIT LIPID 



CARP 

Y. PERCH 



4 340 

a 3856 



120 cp-> 
2350 4^n 



29.3 20.0 44.^ 
23.9 20.0 2^.0 



318 0.0 0.3 
196 100.0 1.4 



ONTARIO MINISTRY OF THE ENVIRONMENT 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



PPB 



LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0 7 f1 
TOWNSHIP: V/AT3RPR0NT 
DISTRICT: YORX 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: RR 
(Rouge River) 

SOURCE: MOE 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) Y.'T.(GM) f*> MEAN $ 
IEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 



2 2425 2350 2500 22.0 21.0 23.0 160 100.0 1.7 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 
TOY/NSHIP: V/ATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7922 
YEAR: 1975 
SEX: - 



SUBLOC: RR 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) fo > MEAN fa 
MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 



155 150 160 22.0 21.0 23.0 



160 100.0 1 .7 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES 3RANCH 



PPB 



SPECIES 



LOCATION: LAKE ONTARIO// 1 

TOWNSHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1974 
SEX: - 



SUBLOC: SC 
(SUNNYSIDE C.N.E.) 

SOURCE: MOE 



N PCB (PPB) LENGTH (CM) OT.(GM) £ > MEAN jS 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



17. SUCKER 



5 3760 2000 6700 41.0 33.0 44.0 850 100.0 1.2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#l 

TOWNSHIP: ETOBICOKE 

DISTRICT: YORK 

LAT/LONG: 4338/7928 

YEAR: 19 76 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT * 10 1380 6 50 2550 15.8 13.9 19.2 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



22 30.'0 2.2 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

SMELT ABB------- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#l 

TOWNSHIP: ETOBICOKE 

DISTRICT: YORK 

LAT/LONG: 4338/7928 

YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



10 



95 



ND 



190 



15.8 13.9 19.2 



22 50.0 



2.2 



POLLUTANT: PCD 



.1 ISSUE: MUSCLE 
LIMIT: 200C 



OMAFIO MM SI FY OF THE ENVIRON MEM 

LAEOPA1GRY SERVICES BRANCH 

LOCATION: ONT#I 

TGV.NSHIP: 1FAFALCAR 

DISTRICT: H ALTON 

LAT/LONG: 4 324/*/ 94 3 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTh (CM) fcT.(CM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN ? 
LIMT LIPID 



CHINOOK 



10 9259 3690 17900 78.6 73-0 84. C 6610 100.0 9.0 



POLLUTANT: MIREX 



.TISSUE: MUSCLE 
LIMIT: 100 PPb 



ON1ARIG MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: BRGNTE/ONT#l RIVER 
TOhNSHIP: T FATAL GAR 
DISTRICT: HALION 
LAT/LONG: 4 32 4/7 94 3 
YEAR: 1976 

SEX: - 



SOUFCE: MOE 



SPECIES 


N MIREX 


( PPB) 




MEAN 


MN MAX 


CHINOOK 


10 640 


210 120 



LENGTH (CM) VsT. (CM) 

MEAN MN MAX MEAN 



%> MEAN 5 
LIMT LIPID 



78. I 73.0 84.0 



6610 100.0 



9. 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO-;? 1 

TOl/NSHIP: CREDIT R. 

DISTRICT: PEEL 

LAT/LONC-: ^! 333/7935 

Y>;AR: 1972 
PPB SET,: - 



SUBLOC: CR 



SOURCE: HOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) V.'T.(GM) # > MEAN fo 
MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



5 102C0 7800 13300 53.8 48.0 60.0 19H 100.0 7.3 



ONTARIO MINISTRY OF TIE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE ONTARIO// 1 SUBLOC: CR 

TOVTNSHIP: CREDIT r. 

DISTRICT: PEEL 

LAT/LONC-: 4333/7935 

TISSUE: MUSCLE YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PP3 SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) V;T.(Gn) £ > MEAN $ 

MEAN MIN WAX MEAN MIN MAX MEAN LIMIT LIPID 

COHO 7 8571 6000 10500 66.1 61.0 73.7 100.0 0.0 



PARAMETER: PC 3 



TISSUE: MUSCLE- 
LIMIT: 2000 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO?? 1 
TOY/NSHIP: WATERFRONT 
DISTRICT: YORK 
LAT/LONG: 4338/7322 
YEAR: 1975 
PPB SEX: - 



SU3L0C: CR . 
(Credit River) 



SOURCE: HOE 



SPECIES 



N PCB (PPB) LENGTH (CM) V/T.(GM) fo > MEAN fo 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



¥♦ SUCKER 4 88 30 130 31.8 27.5 33.5 
L.M. BASS 3 40 30 50 27.8 24.5 30.0 



268 

340 



0.0 
0.0 



0.6 
0.3 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO?? 1 

TOV/NSHIP: Y/ATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1975 
SEX: - 



SUBLOC: CR 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) Y/T.(GM) £ > MEAN £ 
MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 4 4 3 5 31.8 27.5 33.5 268 0.0 0.6 

L.M. BASS 3445 27.8 24.5 30.0 340 0.0 0.3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF ™IE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAFE 0NTARI0#1 

TOWNSHIP: CREDIT R. 

DISTRICT: PEEL 

LAT'LONG: 4333/7935 

YEAR: 1975 
PPB SEX: - 



SPECIES 



PEG-ION: C 
SOURCE: MOE 



N PCR (PP3) LENGTH (CM) WP. (GM) f° > MEAN g 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



36 7104 2100 22?oq 68.2 53.6 ^9.4 41 n 100.0 5.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: ONTARIO#l 

TOWNSHIP: CREDIT R. 

DISTRICT: PEEL 

LAT/LONG: 4333/7935 REGION: C 

TISSUE: MUSCLE YEAR: 1975 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

COHO * 18 5942 3650 10000 67.3 6 0.0 76.0 544 100. '0 3.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

COHO ------ B B B B 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



FGLLuTANT: PCB 



.1 ISSUE: MUSCLE 
LIMIT: 2000 



GNTAFIO MIN1STFY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CFEBIT/ONTU RIVER 
TOWN SKIP: TORONTO 
DISTRICT: PELL 
LAT/LONG: 4 3 33/7935 
YEAR: 1976 

PPB SEX: - 



SOUFCE: MOE 



SFECIES 



PCB 

MEAN 



( PPB.) 

MN MAX 



LENCTK (CM) VvT.(CM) 

MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



COHO 
WALLEYE 



23 3316 
1 4580 



17 6C50 



7 3. i 61.5 7 9. C 
76.3 - 



4288 95.7 4.0 
4500 100.0 4.9 



POLLUTANT: MIREX 



•i ISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTFY OF ThE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CFEDIT/0NT4 1 RIVER 

TOWN Shi P: TORONTO 

LI STRICT: PEEL 

LAT/LONC: 4 3 33/7935 

YEAR: 1976 

SEX: - 



SOURCE: MOE 



SPECIES 



MIREX 
MEAN 



( PPB) 
MIN MAX 



LENCTH (CM) VT.(CM) %> MEAN \ 

MEAN MIN MAX .MEAN LIMIT LIPID 



COHO 
WALLEYE 



23 
1 



184 
2 50 



120 



370 73.5 61.5 79.0 4288 100.0 4.C 
76. 3 ~ - 4500 100.0 4.9 



POLLUTANT: PCtf 



.'i ISSUE: MUSCLE 
LIMIT: 2000 



CKTAR1G MNISIFY CE THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CF ED IT/ON Ttl RIVIR 

TCV.NSEIP: TORONTO 

L1STRICT: PEEL 

LAT/LONC: 43 33/7935 

YEAR: 1977 
PPB SEX: - 



EOUFCE: MOE 



SPECIES 



PCB ( PPB.) LENCTh (CM) KT.(CM) %> MEAN \ 

MEAN MIN MAX MEAN MIN MAX ME/^N LIMIT LIPID 



COHO 



20 4162 2220 7 58 C 65.8 6C.5 60.0 4500 100.0 4.1 



POLLUTANT: MI REX 



.TISSUE: MUSCLE 
LIMIT: 100 PPb 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: CFEDIT/ONTU RIVER 

TGfcNSHIP: TORONTO 

LIST Fid: PEEL 

LAT/LCNC: 4 3 33/7935 

YEPR: 1977 

SLX: - 



SOURCE: MOE 



SPECIES 



MIREX ( PPB.) LENGTH (CM) V.I . (GM) 

MEAN 111 MAX MEAN MIN MAX MEAN 



%> MEAN ? 
LIMIT LIPID 



COHO 



20 



209 



120 



320 



65.8 6C.5 80.0 



4500 100.0 



4.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PC B 



LOCATION: LAKE ONTARIO#1 
TOWNSHIP: — 

DISTRICT: HAMILTON 
LAT/LONG: 4 317/7950 



SU3L0C: HH 
(Hamilton Harbour^ 



TISSUE: 
LIMIT: 


MUSCLE 
2000 


PPB 


YEAR: 
SEX: - 


1972 


SOURCE : 


MOE 


SPECIES 




N 


PCB 

MEAN 


(PPB) 
MIN MAX 


LENGTH (CM) V, 
MEAN MIN MAX 


r T.(GM) 
MEAN 


$ > 

iiitr 


MEAN % 
' LJ : : ) 


G. SHAD 
Y\ BASS 




9 
8 

9 


3478 
1989 
2433 


160 11600 

910 3100 

1000 5600 


31.5 18.0 46.5 
31.1 29.0 33.0 
25.0 22.0 28.0 


607 
550 
327 


66.7 
50.0 

66.7 


0.0 
0.0 
0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LA30RAT0RY SERVICES BRANCH 



PARAMETER: 


PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 
LAT/LONG: 


LAKE 0NTARI0#1 
HAMILTON 
Y/ENTV, r ORTH 
4317/7950 










TISSUE: MUSCLE 




YEAR: 


1975 




SOURCE : 


MOE 


LIMIT: 


2000 


PPB 


SEX: - 












SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) 


i. 


'T.(GM) 


f- > 


MEAN f£ 






MEAN 


I UN MAX 


MEAN MIN MAX 


MEAN 


LIMIT 


LIPID 


W. SUCKER 


3 


1200 


050 1600 


33.8 26.5 47. 





520 


0.0 


1.1 


Y. PERCH 


4 


1920 


1650 2300 


20.9 20.0 21. 


5 


130 


50.0 


1.5 


SMELT 


3 


1512 


850 2285 


17.5 16.5 18, 





26 


33.3 


2.6 


ALEV. T IEE 


5 


2320 


1220 3650 


15,4 14.0 17. 


5 


26 


80.0 


3.9 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 1C0 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#1 
TOl/NSHIP: HAMILTON 
DISTRICT: VENTV/ORTH 
LAT/LONG: 4 317/7950 
YEAR: 1975 
SEX: - 



SOURCE: MOE 



SPECIES 



1 MIREX (PPB) LENGTH (CM) Y.*T.(GM) % > MEAN fi 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. SUCKER 
Y. PERCH 
SMELT 
ALElvIFE 



15 
53 



10 

35 



25 

8C 

40 

2 30 



33.8 26.5 47.0 

20.9 20.0 21.5 
17.5 16.5 18.0 
15.' 14.0 17.5 



520 0.0 

130 0.0 

26 0.0 

26 20.0 



1.1 

1.5 
2.6 

3.9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 1 
TOM SHIP: HAMILTON HR. 
DISTRICT: HAMILTON HR. 
LAT/LONG: 4 319/7 94 9 
YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) V\1 


.(CM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN 


MAX 


MEAN 


LIMIT 


LIPID 


SMELT * 


39 


2055 


1100 


5800 


16. 9 11.5 


27.8 


32 


48.7 


2. 7 


CHINOOK 


4 


226 3 


50 


4250 


51.5 38.5 


70.6 





50.0 


4.4 


ALEWIFE 


2 


3 550 


3200 


3900 


15. 9 15.2 


16.5 





100.0 


4. 3 


Y. PERCH 


2 


520 


240 


800 


22.9 22.8 


22.9 


71 


0.0 


0.4 


W. PERCH 


2 


2100 


800 


3400 


16.5 12.7 


20.3 


43 


50.0 


0. 9 


CARP 


2 


8850 


5200 


12500 


56.5 50.8 


62.2 


2519 


100.0 


1. 5 


R.H. SUCKER 


5 


1750 


380 


3800 


36.3 20.3 


43. 1 


607 


40.0 


0.6 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SMELT 



<6 

A 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 00 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 
LOCATION: LAKE ONTARIO* 1 



TISSUE: 
LIMIT: 



MUSCLE 

10 P PB 



TOWNSHIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 



HAMILTON HR. 
HAMILTON HR. 
4319/7949 
1976 



SOURCE: MOE 



SPECIES 


N 


MI REX 


(PPB) 


LENGTH (CM) WT 


'. (GM) 


% > 


MEAN % 






MEAN 


MI N 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT 


LIPID 


SMELT 


39 


152 


12 


325 


16. 9 


11. 5 


27.8 


32 


94.9 


2. 7 


CHINOOK 


4 


159 


45 


262 


51. 5 


38.5 


70.6 





50.0 


4.4 


ALEWIFE 


2 


185 


185 


185 


15. 9 


15.2 


16.5 





100.0 


4.3 


Y. PERCH 


2 


ND 


ND 


ND 


22.9 


22.8 


22. 9 


71 


0.0 


0.4 


W. PERCH 


2 


ND 


ND 


ND 


16.5 


12.7 


20.3 


43 


0.0 


0.9 


CARP 


2 


ND 


ND 


ND 


56. 5 


50.8 


62.2 


2519 


0.0 


1. 5 


R.H. SUCKER 


5 


1 


ND 


5 


36.3 


20. 3 


43.1 


607 


0.0 


0.6 



PARAMETER: PCB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE ONTARIO#l 
P. DALHOUSIE 
ST. CATHARINES 
4312/7916 
1976 



REGION: 
SOURCE: 



C 
MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



COHO 

B. TROUT 

SMELT 



10 
10 
10 



2510 
3035 
1950 



1500 

2000 

7 50 



4100 
5400 
3000 



47. 7 
4 5. 7 
15.3 



46.4 
45. 7 
13.4 



49.4 
45. 7 
18.5 



1330 

1148 

29 



80.0 

100. '0 

40.0 



5.0 

13.3 

2.5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: 
LIMIT: 



MUSCLE 
100 



PPB 



LOCATION: LAKE ONTARIO#l 



TOWNSHIP: 
DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 



P. DALHOUSIE 
ST. CATHARINES 
4312/7916 
1976 



REGION: 
SOURCE: 



C 
MOE 



SPECIES 



MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



COHO 

B. TROUT 

SMELT 



10 
10 
10 



201 
218 
115 



12 

150 

60 



300 
350 
150 



47. 7 
4 5. 7 
15.3 



46.4 
45. 7 
13.4 



49.4 
45.7 
18.5 



1330 

1148 

29 



100.0 

100. '0 

80.0 



5.0 

13.3 

2.5 



PARAMETER: PC3 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY 0? TKE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0 7 ?1 
TOUNSHIP: TORONTO HR. 
DISTRICT: YORK 
LAT/LONG: 4337/7923 
YEAR: 1975 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


:T 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


B. BULLHEAD 


4 


778 


240 


1460 


G. SHAD 


3 


813 


440 


1300 


PIKE 


8 


395 


80 


920 


R. BASS 


2 


25 


20 


30 


W. BASS 


2 


950 


500 


140C 


W. PERCH * 


1 1 


328 


200 


2000 


V.*. SUCKER * 


48 


362 


ND 


1100 


Y. PERCH 


12 


255 


10 


1000 



LENGTH (CM) V/T.(GM) fo > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



16.5 3.5 27.8 201 0.0 4.6 

27.1 13.2 39.7 361 0.0 6.4 

50.2 35.6 70.1 765 0.0 0.5 
18.9 15.3 22.5 133 0.0 0.3 
20.9 20.7 21.0 73 0.0 1 .5 

20.4 16.0 25.7 130 9.1 3.0 

35.5 26.2 47.5 515 0.0 1.9 
23.2 17.9 29.5 186 0.0 1.1 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SPECIES 

W. PERCH 
V. T . SUCKER 



<6 
A 



6-8 

A 



SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 
A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT : 1 00 PPB 



ONTARIO MINISTRY 0? TfB ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO// 1 
TOWNSHIP: TORONTO HR. 
DISTRICT: YORK 
LAT/LONG: 4337/7923 
YEAR: 1975 
SEX: - 



SOURCE: MOE 



SPECIES 


N 


MIREX 


(PPB) 






MEAN 


MIN 


MAX 


B. BULLHEAD 


4 


4 


ND 


6 


G. SHAD 


3 


8 


4 


16 


PIKE 


8 


11 


ND 


22 


R. BASS 


2 


ND 


ND 


ND 


Y/. BASS 


2 


28 


15 


40 


W, PERCH * 


11 


13 


ND 


45 


W. SUCKER * 


48 


3 


ND 


20 


Y. PERCH 


12 


5 


ND 


35 



LENGTH (CM) 
MEAN MIN MAX 



VfT.(GM) f > MEAN # 
MEAN LIMIT LIPID 



16.5 3.5 27.8 201 0.0 4.6 

27.1 13.2 39.7 361 0.0 6.4 

50.2 35.6 70.1 765 0.0 0.5 
18.9 15.3 22.5 133 0.0 0.3 
20.9 20.7 21.0 73 0.0 1.5 

20.4 16.0 25.7 130 0.0 3.0 

35.5 26.2 47.5 515 0.0 1.9 
23.2 17.9 29.5 186 0.0 1.1 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SPECIES 

W. PERCH 
W. SUCKER 



<6 

A 



6-8 

A 



SIZE SPECIFIC CLASSIFICATION: MIREX 

SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



B 

A 



A 



A 



A MIREX CONCENTRATION < 100 PPB 
B MIREX CONCENTRATION > 100 PPB 
- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO? 1 

TOV/NSHIP: TORONTO HE. 

DISTRICT: YORK 

LAT/LONG: 4337/7923 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



N PCB (PPB) LENGTH (CM) WT.(GM) > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 3 397 30 750 19.9 18.5 22.1 102 0.0 0.7 
P'SESD 10 33 15 110 15.5 15.5 15.5 130 0.0 0.3 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAICS ONTARIO// 1 
TOWNSHIP: TORONTO HR. 
DISTRICT: YORK 
LAT/LONG: 4337/7923 
YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT.(GM) $ > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 
P«SEED 



3 
10 



TR 



ND 5 19.9 18.5 22.1 102 0.0 0.7 
ND 2 15.5 15.5 15.5 130 0.0 0.3 



PARAMETER: PCB 



TISSUE 
LIMIT: 



MUSCLE 
2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#2 

TOWNSHIP: DUFFIES C. 

DISTRICT: ONTARIO CO. 

LAT/LONG: 4 349/7902 

YEAR: 1975 
PPB SEX: - 



SUELOC: DC 
( Duffins Oreek) 



SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) VvT. (GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 9 2542 800 4500 

W. SUCKER 6 992 550 16 00 

B. BULLHEAD* 19 3430 675 9250 

W. BASS 3 1900 1400 2500 

CARP 6 735 180 2500 



22.6 18.5 27.0 



29.2 
26.2 
17. 3 
50. 3 



20.0 
18.5 
16.0 
43. 



35.0 
31.0 
19.0 
64.0 



166 

2 94 

252 

87 

1675 



77.8 
0.0 
68.4 
33. 3 
16. 7 



1.8 
1.8 
1. 9 
1. 7 
1.2 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES <6 6-i 

B. BULLHEAD - A 



SIZE RANGE: (INCHES) 
8-10 1U-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI RE X 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: LAKE ONTARIO#2 



TOWNSHIP: 
DISTRICT: 
LAT/LONC: 
YEAR: 
SEX: - 



DUFF NS C. 
ONTARIO CO. 
4349/7902 
1975 



SUBLOC: DC 
(Duffins Creek) 



SOURCE: MOE 



SPECIES 



N 



MI REX 
MEAN 



(PPB) 

MIN MAX 



LENGTH (CM) 
MEAN MIN MAX 



WT. (GM) 
MEAN 



% > 

LIMIT 



MEAN % 
LIPID 



Y. PERCH 9 272 53 1240 

W. SUCKER 6 29 ND 70 

B. BULLHEAD 19 67 ND 380 

W. BASS 3 72 58 88 

CARP 6 33 4 140 



22.6 18.5 27. 166 66.7 1.8 

29.2 20.0 35.0 294 0.0 1.8 

26.2 18.5 31.0 252 26.3 1.9 
17. 3 16.0 19.0 87 0.0 1. 7 

50.3 43.0 64.0 1675 16.7 1. 2 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 20 



ONTARIO MINISTRY Of THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.ONTARIO#2 

TOWNSHIP: L.ONTARIO 

DISTRICT: YORK 

LAI /LONG: 4 3 38/7922 

YEAR: 1976 
PPB SEX: - 



SUBLOC: DC 
(Duffins Creek) 



SOLFCE: MCE 



SPECIES 



N PCB (PPB) LENGTH (CM) l\T. (CM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. PERCH 



7 1313 



460 5290 



22.1 19.4 26.2 



149 14.3 



2. 4 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVI ROM- EN7 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.ONTARIC#2 

TOV.NSHIP: L.ONTARIO 

DISTRICT: YORK 

LA1/LONC: 4338/7922 

YEAR: 1976 
SEX: - 



SUBLOC: DC 



SOURCE: MCE 



SPECIES 



W MI REX (PFfc) 

MEAN MIN MAX 



LLNC'IH (CM) VT. (CM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



Vv. PERCH 



62 



20 



2 70 



22.1 19.4 26.2 



14 9 14.3 



2. 4 



PARAMETER: PC3 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO// 

TOY.TISHIP: WATERFRONT 

DISTRICT: YORK 

LAT/LONG: 4338/7922 

YEAR: 1974 
PPB SEX: - 



SUBLOC: F3 
(Frenchman^ Bay) 

SOURCE: MOE 



N PC3 (PPB) 

MEM MIN MAX 



LENGTH (CM) Y/T.(GM) % > MEAN >' 
MEAN MIN MAX MEAN LIMIT LIPID 



1 1 



PERCH 
B. BULLHEAD 
G. SHAD 
Y. PERCH 



4167 2500 5800 29.8 28.5 31.0 704 100.0 0.0 

2167 1800 2700 23.3 20.0 25.5 213 66.7 2.3 

767 200 1800 15.7 13.5 18.5 51 0.0 1.5 

563 390 700 21.8 20.0 23.0 146 0.0 4.5 



PARAMETER: PCli 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO! 2 

TOWNSHIP: FRMANS BAY 

DISTRICT: DURHAM 

LAT/LONG: 4 349/7905 

YEAR: 1975 
PPB SEX: - 



SUBLOC: FB 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GK) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 


6 


1992 


750 


3250 


27. 9 


23.5 


30.5 


38 6 


50.0 


1.4 


CARP 


4 


925 


3 50 


1500 


49,3 


46.0 


54.0 


1809 


0.0 


1. 7 


W. BASS * 


12 


4998 


2050 


15500 


25. 3 


16.0 


23. C 


279 


100.0 


1. 3 


B. BULLHEAD 


8 


6547 


1625 


13800 


28 .3 


21.0 


32.0 


34 2 


87.5 


1. 5 


W. SUCKER 


2 


9 50 


150 


1750 


36.8 


36.5 


37.0 


465 


0.0 


2. 3 


PIKE 


5 


321 


100 


775 


57.4 


53.0 


64.0 


1231 


0.0 


0.2 


G. SHAD 


2 


2175 


50 


3850 


30. 5 


23. 


38.0 


38 


50.0 


6. 3 


B. CRAPPIE 


3 


3 58 


100 


575 


27.5 


25.5 


29.0 


350 


0.0 


1.8 


W. PERCH 


2 


10100 


9700 


10500 


26.0 


22.0 


30.0 


30 5 


100.0 


0. 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
W. BASS 



<6 

A 



6-1 
B 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



13 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPL 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIOI2 
TOMSK IP: FWANS BAY 
DISTRICT: DURHAM 
LAT/LONC: 4 349/7905 
YEAR: 1975 

SEX: - 



SUBLOC: FB 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 


6 


41 


15 


85 


CARP 


4 


28 


8 


45 


W. BASS 


12 


43 


ND 


125 


B. BULLHEAD 


8 


67 


ND 


190 


W. SUCKER 


2 


63 


50 


75 


PIKE 


5 


15 


5 


35 


G. SHAD 


2 


ND 


ND 


ND 


B. CRAPPIE 


3 


12 


8 


17 


W. PERCH 


2 


435 


370 


500 



27. 9 23.5 30. 5 

49.3 46.0 54.0 

25. 3 16.0 33. 

28.3 21.0 32.0 
36.8 36.5 37.0 

57.4 53.0 64.0 
30. 5 23.0 38.0 
27. 5 25.5 29.0 
26.0 22.0 30.0 



38 6 


0.0 


1.4 


1809 


0.0 


1. 7 


2 79 


8.3 


1.3 


34 2 


25.0 


1. 5 


465 


0.0 


2. 3 


1231 


0.0 


0.2 


38 


0.0 


6. 3 


350 


0.0 


1.8 


30 5 


100.0 


0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 200G 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORA'IORY SERVICES BRANCH 



PPB 



LOCATION: 
10WNSHIP: 
LI STRICT : 
LAT/LCNG: 
YEAR: 
SEX: - 



LAKE ONTARIO* 2 
FRMANS BAY 
ONTARIO CO. 
4349/7905 
1976 



SUELCC: FB 
(Frenchman's Bay) 

SOURCE: MOE 



SPECIES 



PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN $ 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



10 1619 240 2400 15.1 12.9 17.9 



20 30.0 



2.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 2 

TGKNSHIP: FRMANS BAY 

DISTRICT: ONTARIO CO. 

LAT/LGNC: 4349/7905 

YEAR: 1976 
SEX: - 



SUBLCC: FB 



SOURCE: MCE 



SPECIES 



N MI REX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN 



% > MEAN ? 
LIMIT LIPID 



SMELT 



10 



55 



10 



105 



15.1 12. 9 17.9 



20 20.0 



2.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONC: 

YEAR: 

SEX: - 



LAKE ONTARIO#2 

HOPE 

DURHAM 

4357/7818 

1975 



SUBLOC: CR 
(Ganaraska River) 



SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



COHO * 60 3654 90 8650 55.8 28.9 73.2 
RAINBOW * 41 975 170 3500 37.8 28.2 59.5 



2463 71.7 3.1 
761 14.6 5.1 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

COHO 
RAINBOW 



<6 



6-i 



SIZE RANGE: (INCHES) 
10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 


A 


A 


B 


B 


A 


A 


A 


A 


A 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MIREX 



TISSUE: 
LIMIT: 


MUSCLE 

100 PPB 


DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 


SPECIES 




N 


MIREX 
MEAN 


(PPB) 
MIN MAX 


COHO 
RAI NBOW 


* 
* 


60 
41 


170 
50 


ND 400 
5 310 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 2 
TOWNSHIP: HOPE 

DURHAM 

4357/7818 

1975 



SUBLOC: GR 
(Ganaraska River) 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



55.8 28.9 73.2 
37.8 28.2 59.5 



2463 
761 



70.0 
9.8 



3.1 
5.1 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 

COHO 
RAINBOW 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 
A 



A 
A 



A 

A 



B 



B 



A MIREX CONCENTRATION < 100 PPB 
B MIREX CONCENTRATION > 100 PPB 
- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE ONTARIO*? 2 
TOVNSHIP: HOPE 
DISTRICT: DURHAM 
LAT/LONG: ^357/7818 
YEAR: 1976 
SEX: - 



N PCB 



(PPB) 



REGION: C 
SOURCE: MOE 



LENGTH (CM) VT.(GM) 



MEAN MIN MAX MEAN MIN MAX 



MEAN 



J5 > MEAN fo 
LIMIT LIPID 



SMELT 



7 2214 1500 2950 22.1 21.0 24.0 



90 71.4 3.8 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE 0NTARI0#2 
TOVNSHIP: HOPE 
DISTRICT: DURHAM 
LAT/LONG: 4357/7818 
YEAR: 1976 
SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) VT.(GM) 



MEAN c /o 



MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



7 220 



120 



345 



22.1 21.0 24.0 



90 100.0 3.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#2 

TOWNSHIP: HOPE 

DISTRICT: DURHAM 

LAT/LONG: 4357/7818 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECI ES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



RAINBOW * 30 3888 500 8000 58.9 33.5 72.2 2494 86.7 3.3 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
RAINBOW 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



B 



E 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#2 
TOWNSHIP: HOPE 
DISTRICT: DURHAM 
LAT/LONG: 4357/7818 
YEAR: 1976 

SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 



N MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (GM) % > MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 30 256 35 525 58.9 33.5 72.2 2494 93.3 3.3 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 
RAINBOW 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



B 



B 



B 



B 



B 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONJ-ENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



LOCATION: LAKE ONTARIO* 2 

TOVsNSHIP: ROUGE R. 

DISTRICT: DURHAM 

LAT/LONG: 4 34 9/790 7 

YEAR: 1975 
PPB SEX: - 



SUELCC: RR 



SOURCE: MOE 



SPECIES 



PCB (PPB) LENGTH (CM) KT.(GM) 
MEAN MIN MAX MEAN MI N MAX MEAN 



% > MEAN % 
LIMIT LIPID 



B. BULLHEAD* 26 4600 1200 20000 



25.8 18.0 34.0 



Y. PERCH 

PIKE 

W. SUCKER 

W. BASS 

ALEWIFE 



2 7 
3 

17 
3 

2 



2894 
500 
1271 
1733 
1800 



1050 

225 

240 

1200 

1500 



6750 
675 
4500 
2200 
2100 



22.2 
68.7 
35.6 
20.0 
20. 



19.0 

66. 
21.0 
17.0 
19.0 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



24.0 
71. 
41.0 
23. 
21.0 



2 93 
153 
2047 
487 
147 
60 



80.8 
77.8 
0.0 
17.6 
33. 3 
50.0 



3.2 
1. 7 
0.1 
1. 5 
1.6 
14.0 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 


<6 


6-8 


8-10 


10- 


B. BULLHEAD 


~ 


B 


£ 


B 


Y. PERCH 


- 


B 


B 


B 


Vv. SUCKER 


- 


A 


A 


A 



SIZE RANGE: (INCHES) 
10-12 12-14 14-18 18-22 22-26 26-30 >30 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 00 PPB 

DATA NOT AVAILABLE FCR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONNENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 2 

TOKNSHIP: ROUGE R. 

DISTRICT: DURHAM 

LAT/LONG: 4 349/7907 

YEAR: 1975 
SEX: - 



SUELCC: RR 



SOURCE: MOE 



SPECIES 


N 


MIREX 


(PPB) 


LENGTH (CM) WT 


'. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN MIN 


MAX 


MEAN 


LIMIT 


LIPID 


B. BULLHEAD* 


26 


160 


23 


760 


25.8 18,0 


34.0 


2 93 


50.0 


3.2 


Y. PERCH 


27 


81 


30 


175 


22.2 19.0 


24.0 


153 


37.0 


1. 7 


PIKE 


3 


14 


ND 


23 


68.7 66.0 


71.0 


2047 


0.0 


0.1 


W. SUCKER 


17 


25 


ND 


95 


35.6 21.0 


41.0 


487 


0.0 


1. 5 


W. BASS 


3 


128 


66 


159 


20.0 17.0 


23.0 


14 7 


66.7 


1.6 


ALEVvIFE 


2 


ND 


ND 


ND 


20.0 19.0 


21.0 


60 


0.0 


14.0 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES <6 6-8 

B. BULLHEAD - A 



SIZE RANGE: (INCHES) 
1-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



B 



B 



B 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS 



SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 2 

TOWNSHIP: ROUGE R. 

DISTRICT: ONTARIO CO. 

LAT/LONG: 4 348/7907 

YEAR: 1976 
PPb SEX: - 



SUELCC: RR 



SOURCE: MOE 



SPECIES 



N PCB ( P PE ) 
MEAN MIN MAX 



LENGTH (CM) KT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



SMELT * 10 1890 1500 2300 15.8 14.3 17.4 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



22 30.0 2.3 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SMELT 



<6 

A 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: MIRLX 



TISSUE: 
LIMIT: 



MUSCLE 

100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE ONTARIO* 2 
ROUGE R. 
ONTARIO CO. 
4348/7907 
1976 



SUELOC: RR 



SOURCE: MOE 



SPECIES 



N MI REX (PPB) 
MEAN MIN MAX 



LENGTh (CM) VT.(GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



10 



102 



135 



15.8 14. 3 17.4 



22 50.0 



2. 3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE ONTARIO #2 

TOWNSHIP: CLARKE 

DISTRICT: DURHAM 

LAT/LONC: 4354/7836 

YEAR: 1976 
SEX: - 



SUELOC: WC 
(WUMOT CREEK) 

SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) KT.(CM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN \ 
LIMIT LIPID 



SMELT 



10 1770 1000 2650 



14.9 14.0 16.5 



26 4 0.0 



2. 7 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE ONTARIO#2 

TOWNSHIPS CLARKE 

DISTRICT: DURHAM 

LAT/LONG: 4354/7836 

YEAR: 1976 
SEX: - 



SUBLOC: WC 

(WIIMOT CREEK) 

SOURCE: MOE 



SPECIES 



MI REX (PPB) 
MEAN MIN MAX 



LENGrH (CM) WT. (GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMEL1 



10 



156 



40 



700 



14.9 14.0 16.5 



26 60.0 



2. 7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: PCB 



LOCATION: LAKE ONTARIO#3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 4 358/7731 

TISSUE: WHOLE FISH YEAR: 1977 

LIMIT: 2000 PPB SEX: - 



SOURCE: MGE 



SPECIES 



N 



PCB 

MEAN 



MIN 



PPB) LENGTH (CM) W'I.(CM) 
MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT 



10 1017 810 1340 



16.1 15.0 20.0 



29 



0.0 



3. 7 



POLLUTANT: MI REX 



TISSUE: WHOLE FISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO! 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 4358/7731 

YEAR: 1977 

SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT.(GM) %> MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT * 10 72 50 120 16.1 15.0 20.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



29 10.0 3.7 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 
SMELT 



<6 

A 



6-; 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: WHOLE frlSH 
LIMIT: 20 OC PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LCMG: 4402/7707 

YEAR: 1977 

SEX: - 



SULLCC: PB 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) KT.(GM) %> MEAN « 

MEAN MN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SMELT 



10 1243 730 1860 14.0 11.0 17.0 



17 0.0 3.6 



POLLUTANT: MI REX 



TISSUE: WHOLE FISH 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKt ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LONG: 4 402/7707 

YEAR: 1977 

SEX: - 



SUBLOC: PB 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT 



10 



82 



51 



110 



14.0 11.0 17.0 



17 10.0 



3.8 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 
TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 
LAT/LONG: 440 2/7707 

TISSUE: WHOLE FISh YEAR: 1977 

LIMIT: 2000 PPB SEX: - 



POLLUTANT: PCB 



SUBLOC: WP 



SOURCE: MCE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT.(CM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT * 10 114 7 750 1640 15.3 12.0 18.5 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



23 0.0 3.2 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SMELT 



<6 

A 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FGR ThIS SIZE 



POLLUTANT: MI REX 



TISSUE: WHOLE FISh 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 3 

TOWNSHIP: - 

DISTRICT: PRINCE EDWARD 

LAT/LCNC: 4402/7707 

YEAR: 1977 

SEX: - 



SUBLCC: WP 



SOURCE: MCE 



SPECIES 



MIREX ( PPB) LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



SMELT 



10 



75 



26 



110 



15.3 12.0 18.5 



23 10.0 



3.2 



PARAMETER: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN MAX 


SMELT 


20 


1560 


900 2700 



ON1ARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO! 3 

TOWNSHIP: 

DISTRICT: EASTERN BASIN 

LAT/LONC: 

1976 



SUBLOC: EB 



SOURCE: MOE 



LENGTH (CM) WT.(CM) % > MEAN k 
MEAN MIN MAX MEAN LIMIT LIPID 



14.3 10.1 18.0 



22 15.0 



2. 9 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO#3 

TOWNSHIP: 

DISTRICT: EASTERN BASIN 

LA'1/LONC: , 

YEAR: 1976 

SEX: - 



SUBLOC: EB 



SOURCE: MCE 



SPECIES 



N MI HEX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SMELT 



20 



14 3 



80 



250 



14.3 10.1 18.0 



22 95.0 



2. 9 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 4 

TOWNSHIP: HASTING 

DI STRICT: PRINCE EDWARD 

LAT/LONG: 4409/7715 

YEAR: 1975 
PPB SEX: - 



SUBLOC: BQ 



SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT 


'.(CM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT 


LIPID 


WALLEYE * 


15 


263 


50 


550 


47. 2 


35.4 


73. 5 


1549 


0.0 


0. 7 


PIKE 


12 


1598 


360 


2200 


6 5.8 


54.5 


74.6 


2223 


41.7 


]. 4 


S.M. BASS * 


10 


690 


60 


1220 


33. 2 


20.3 


44.2 


735 


0.0 


0. 7 


L.M. BASS 


5 


566 


20 


1990 


37. 9 


23.2 


58.7 


1205 


0.0 


1.1 


C. CATFISH 


7 


913 


260 


1600 


38.3 


22.8 


58.8 


1296 


0.0 


2.9 


W. PERCH 


2 


130 


110 


150 


21.0 


20.2 


21.8 


178 


0.0 


0. 7 


EEL * 


11 


2604 


6 00 


5200 


76.8 


66.0 


87.7 


949 


63.6 


9.6 


F.W. DRUM 


2 


173 


145 


200 


43.0 


42.4 


43.6 


995 


0.0 


1. 3 


W. BASS 


4 


369 


95 


800 


2 7. 2 


26.3 


27.7 


368 


0.0 


3. 3 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 



<6 



6-8 8- 



SIZE RANGE: (INCHES) 
10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



WALLEYE 
S.M. BASS 
EEL 



A 



A 



A 



A 


A 


A 


A 


A 


A 


A 


A 


B 


- 


- 


- 


- 


~ 


— 


A 


B 


B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NO! AVAILABLE FOP THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF TiiE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ONTARIO* 4 

TOV.NSHIP: HASTING 

DISTRICT: PRINCE EDWARD 

LAI/LONG: 4409/7715 

YEAR: 1975 
SEX: - 



SUELOC: BQ 
(Bay of Quinte) 

SOURCE: MOE 



SPECIES 


N 


MIREX 


(PPB) 


LENGTH (CM) WT. (GM) 


% > 


MEAN % 






MEAN 


MIN 


MAX 


MEAN 


MIN 


MAX 


MEAN 


LIMIT 


LIPID 


WALLEYE * 


15 


11 


ND 


30 


47. 2 


35.4 


73. 5 


1549 


0.0 


0. 7 


PIKE 


12 


51 


15 


75 


65.8 


54.5 


74.6 


2223 


0.0 


1.4 


S.M. BASS * 


10 


18 


ND 


35 


33. 2 


20.3 


44.2 


735 


0.0 


0. 7 


L.M. BASS 


5 


13 


ND 


45 


37. 9 


23.2 


58.7 


1205 


0.0 


1.1 


C. CATFISH 


7 


21 


5 


40 


38.3 


22.8 


58.8 


1296 


0.0 


2. 9 


W. PERCH 


2 


1 


ND 


1 


21.0 


20.2 


21.8 


178 


0.0 


0. 7 


EEL 


11 


33 


ND 


120 


76.8 


66.0 


87.7 


949 


9.1 


9.6 


F.W. DRUM 


2 


8 


5 


10 


43.0 


42.4 


43. 6 


995 


0.0 


1. 3 


W. BASS 


4 


13 


5 


20 


27.2 


26.3 


27.7 


368 


0.0 


3. 3 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: MIREX 



SPECIES 

WALLEYE 
S.M. BASS 



<6 



6-8 



A 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



P 



A 



A 

B 



A 



B 



A 


MIREX 


B 


MIREX 


- 


MIREX 



CONCENTRATION < 100 PPB 
CONCENTRATION > 10 PPB 
DATA NOT AVAILABLE FOR THIS 



SIZE 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO* 5 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4511/7425 

YEAR: 1975 
SEX: - 



SUBLOC: BA 



SOUPCE: MOE 



SPECIES 



MI REX (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT. (CM; 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 


18 


1 


ND 


7 


26. 9 19.4 


62.0 


257 


0.0 


0.1 


PIKE 


6 


ND 


ND 


ND 


58.0 4 9.0 


79.6 


1211 


0.0 


0.0 


P'SEED 


15 


ND 


ND 


ND 


17.9 15. 


19. 9 


14 7 


0.0 


0.3 


L.M. BASS 


3 


ND 


ND 


ND 


29.0 20.5 


39.0 


571 


0.0 


0.2 


B. BULLHEAD* 


16 


3 


ND 


10 


28.6 23.0 


31.5 


3 30 


0.0 


2. 7 


* SIZE SPECIFIC 


CLASSIFICATION AVAILABLE 











SIZE SPECIFIC CLASSIFICATION: MI REX 



SPECIES <6 

B. BULLHEAD 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A MIREX CONCENTRATION < 100 PPB 

B MIREX CONCENTRATION > 100 PPB 

- MIREX DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: ONTARIO #5 
TOWNSHIP: 

DISTRICT: ST, LAWRENCE 

LAT/LONG: 4 511/74 25 

YEAR: 1975 
PPB SEX: - 



SUBLOC: CH 

(CHARL0TTEN3URG) 



SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN MAX 


L.M. BASS 


8 


153 


40 600 


PIKE 


5 


193 


35 400 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



30.2 21.5 38.8 547 
66.4 41.8 81.0 2010 



% > MEAN * 
LIMIT LIPID 



0. 
0.0 



0.4 
0.2 



PARAMETER: MI REX 



TISSUE: MUSCLE 


LIMIT: 


100 


PPB 


SPECIES 




N M 
M 


L.M. BASS 




8 


PIKE 




5 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: ONTARIO! 5 

TOWNSHIP: 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4 511/74 25 

YEAR: 1975 

SEX: - 



SUBLOC : CH 

(CHARLOTTENBURG) 



SOURCE: MOE 



MIREX (PPB) 
MEAN MIN MAX 



ND 



10 



LENGTH (CM) WT. (GM) 
MEAN MIN MAX MEAN 



30.2 21.5 38.8 547 
66.4 41.8 81.0 2010 



% > MEAN % 
LIMIT LIPID 



0.0 
0.0 



0.4 
0. 2 



0N1ARI0 MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: ONTARIO#5 SUBLOC: GW 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4511/7425 

TISSUE: MUSCLE YEAR: 1975 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT. (GM) % > MEAN I 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

63.4 56. 7 69. 

19.0 15. 9 21. 3 

22.2 17.5 26.4 

30.8 20.1 37.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

B. BULLHEAD -AAAAA---- 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PIKE 


3 


420 


220 


740 


V\. SUCKER 


14 


56 


ND 


200 


Y. PERCH 


21 


107 


30 


235 


B. BULLHEAD* 


15 


399 


120 


920 



16 33 


0.0 


0. 2 


207 


0.0 


0. 5 


230 


0.0 


0.2 


471 


0.0 


2. 3 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO! 5 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONG: 4 511/74 25 

YEAR: 1975 
PPB SEX: - 



SUBLOC: IR 
(IROQUOIS) 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



P'SEED 


14 


38 


ND 


2 50 


16.3 13.0 


18.4 


116 


0.0 


0.4 


PIKE 


10 


197 


35 


455 


64.2 53.0 


87.0 


1925 


0.0 


0.2 


Y. PERCH 


11 


380 


10 


1092 


21.6 20.4 


23.4 


123 


0.0 


0.3 


B. BULLHEAD 


15 


2 70 


80 


1125 


24.2 20.3 


27.0 


172 


0.0 


1.6 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO* 5 RIVER 

TOWNSHIP: - 

DISTRICT: ST. LAWRENCE 

LAT/LONC: 4511/7425 

YEAR: 1975 

SEX: - 



SUBLOC: IR 



SOURCE: MOE 



SPECIES 



N MI REX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



P'SEED 


14 


1 


ND 


8 


16. 3 


13.0 


18.4 


116 


0.0 


0.4 


PIKE 


10 


5 


ND 


14 


64.2 


53.0 


87.0 


1925 


0.0 


0.2 


Y. PERCH 


11 


ND 


ND 


ND 


21.6 


20.4 


23.4 


12 3 


0.0 


0.3 


B. BULLHEAD 


15 


TR 


ND 


5 


24.2 


20.3 


2 7.0 


172 


0.0 


1.6 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: ONTARIO* 5 

TOWNSHIP: - 

DISTRICT: ST . LAWRENCE R> 

LAT/LONG: 4511/7425 

YEAR: 1975 
PPB SEX: - 



SUBLOC: SU 
(SUMMERS TOWN) 



SOURCE: MOE 



SPECIES 



N PCB (PPB) 
MEAN MIN MAX 



LENCTH (CM) VvT. (GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



W. PERCH 



466 125 865 21.2 20.2 24.0 



156 0.0 1.5 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ONTARIO#5 RIVER 

TOWNSHIP: - 

DISTRICT: ST.L 

LAT/LONG: 4511/7425 

YEAR: 1975 
SEX: - 



SUBLOC: SU 



SOURCE: MOE 



SPECIES 



N MIREX (PPB) LENGTH (CM) WT. (GM) % > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



W. PERCH 



30 



ND 



110 21.2 20.2 24.0 



156 14.3 1.5 



PCB AND MIREX DATA SUMMARIES 
LAKE ERIE 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


20C0 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ON1ARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE EPIE/E#2 
TOWNSHIP: PELEE 
DISTRICT: ESSEX 
LAT/LONG: 414 7/8 24 
1977 



SOURCE: MCE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



COHO * 30 521 230 980 50.4 4 3.0 66.0 1465 0.0 4.0 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
COHO 



<6 



6-8 



SIZE RANGE: 
8-10 10-12 12-14 



INCHES) 

14-18 18-22 22-26 26-30 > 30 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION "> 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BFANCE 

LOCATION: LAKE ER1E/E#2 

TOWNSHIP: PELEE 

DISTRICT: ESSEX 

LAT/LONG: 414 7/8 240 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > ME AN ? 
LIMIT LIPID 



COHO 



30 



ND 



ND 



ND 



50.4 43.0 66.0 1465 



0.0 



4.0 



OMAMO MINISTRY Ob THE ENVIRONMENT 
LABORATORY SERVICES BRANCh 



t-OLLUTANT: PCB 



1 1SSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



N 





LOCATION: 


LAKE ERIE 




TOWNSHIP: 


- 




DISTRICT: 


- 




L AT/LONG: 


4215/8100 




YEAR: 


1977 


PPb 


SEX: - 




PCB 


( PPB) 


LENGTH 


MEAN 


KIN MAX 


MEAN 



SOUFCE: MCE 



(CM) hT.(GM) %> MEAN I 

MAX MEAN LIMIT LIPID 



WALLEYE 



30 125 16 450 42.1 30.0 53.0 827 0.0 0.6 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ON1ARIO MINISTRY OR THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ERIE 
TOWNSHIP: - 
DISTRICT: - 
LAT/LONC: 4215/8100 
YEAR: 1977 

SEX: - 



SOURCE: MCE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) V.T.(GM) %> MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



VsALLEYE 



30 



ND 



ND 



ND 42.1 30.0 53.0 827 0.0 0.6 



P0LLUTAN1: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMEN1 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ERIE/EI2 

TOWNSHIP: MERSEA 

DISTRICT: EESEX 

LAT/LONG: 4157/8 2 32 

YEAR: 1976 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



PCB 
MEAN 



MIN 



PPB) LENGTH (CM) 
MAX MEAN MIN MAX 



WT.(GM) %> MEAN I 
MEAN LIMIT LIPID 



S.M. BASS 

L.M. BASS 

SAUGER 

RAINBOW 

COHO 

CHINOOK 



11 
2 

3 

10 

5 

1 



1001 

643 

73 

1177 

1131 

135 



245 
360 
50 
600 
785 



2690 

925 

100 

2400 

1550 



31.2 
36. 5 
33.8 
58.4 
61. 1 
61. 



24.0 
31.5 
28.5 
22.5 
55.0 



39.0 
41.5 
37.0 
72.0 
66.0 



568 
1362 

445 
2857 
24 36 
2 96C 



9. 1 
0.0 
0.0 
10.0 
0.0 
0.0 



2.8 

1.9 

0.6 

11.2 

2.3 
19.0 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
S.M. BASS 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 



ONTARIO MINISTRY OF ThE ENVIPCN^ENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE ERIE/E#3 
TOWNSHIP: POET STANLEY 
DISTRICT: ELGIN 
LAT/LONG: 

1977 



SOURCE: MOE 



LENGTH (CM) WT.(GM) %> MEAN % 

MEAN MIN MAX MEAN LIMIT LIPID 



CO HO * 20 533 170 1210 35.5 27.0 60.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



67* 0.0 



5.8 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
COHO 



<6 



6-i 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 200 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



POLLUTANT: MIREX 

TISSUE: MUSCLE 
LIMIT: 100 PPB 


LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 


LAKE ERIE/E#3 

PORT STANLEY 

ELGIN 



1977 


SPECIES N 


MIREX 
MEAN 


( PPB) 
MIN MAX 


LENGTH ( 
MEAN MIN 



SOURCE: MOE 



(Oi) WT.(GM) 
MAX MEAN 



%> MEAN % 
LIMIT LIPID 



COHO 



20 



ND 



ND 



ND 



25. 5 27.0 60.0 



673 



0.0 



5.8 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: ERIE#5 

TOWNSHIP: DUNN 

DISTRICT: HALDIMAND 

LAT/LONG: 4251/7934 

YEAR: 1976 
PPB SEX: - 



REGION: C 
SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


E. SHINER * 


31 


685 


ND 


2500 


W. SUCKER 


4 


ND 


ND 


ND 


CARP 


3 


3 


ND 


10 


L.M. BASS 


4 


3 


ND 


10 


B. BULLHEAD 


4 


ND 


ND 


ND 


BLUEGILL 


5 


3 


ND 


15 


ff. CRAPPIE 


2 


ND 


ND 


ND 


B. CRAPPIE 


2 


ND 


ND 


ND 


Y . PERCH 


4 


TR 


ND 


1 


BURBOT 


2 


ND 


ND 


ND 



LENGTH (CM) WT.(GM 
MEAN MIN MAX MEAN 



7.1 4.6 9.1 

32. 3 28.0 36.0 

29.0 26.0 32.0 

30. 3 10.0 45.0 

21.5 11. 29.0 

10.0 7.5 14.0 

11.5 9.0 14.0 

15.0 15.0 15.0 

13.0 8.0 18.0 

10.5 4.0 17.0 



% > MEAN % 
LIMIT LIPID 






9. 7 


3.5 


365 


0.0 


0.3 


355 


0.0 


0.1 


866 


0.0 


0.2 


179 


0.0 


0.5 


27 


0.0 


0.9 


27 


0.0 


1.2 


50 


0.0 


0.1 


36 


0. 


1.3 


26 


0.0 


1.9 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES <6 
E. SHINER 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PCB AND MIRSX DATA SUMMARIES 
LAKE HURON 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BFANCH 

PARAMETER: PCB LOCATION: LAKE HURON H-3 SUBLOC: CP 

TOWN Shi P: 

DISTRICT: GREY 

LAT/LONG: 44 40/80 54 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CMi) foT.(GM) * > MEAN * 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

51. 1 45.9 67.4 2440 50.0 24.7 
26.4 20. 9 40. 7 353 0. 1.8 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-6 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 10 

S.M. BASS -AAAAB---- 



A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION "> 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



B. TROUT 


12 


2138 


1335 


3405 


S.M. BASS * 


10 


168 


ND 


670 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ON1ARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE hURON H- 3 
TOWN SHI P : 

DISTRICT: GREY 

LAT/LONC: 4440/8054 

YEAR: 1976 
PPB SEX: - 



SUBLOC: DD 



REGION: NE 
SOURCE: MOE 



SPECIES 


u 


PCB 
MEAN 


(PPB) 
MIN MAX 


CHINOOK 
RAINBOVv 
CCHO 


16 
* 12 

7 


3705 
1500 
5914 


560 11570 
250 4100 
940 9810 



LENGTh (CM) WT.(GM) I > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



77. 3 53. 2 90.9 
60.4 34.0 75.5 
76.4 47. 5 87.0 



6754 87.5 2.3 
3590 25.0 2.6 
6990 85.7 3.4 



* SIZE SPECIFIC CLASSIFICATION AVAILA3LE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
RAINBOfc 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A 



A 



b 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION "> 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 




YEAR 


: 


LIMIT: 


2000 


PPb 


SEX: 


"~ 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


W. SUCKER 


* 10 


606 


2 50 


1425 


Y. PERCH 


10 


89 


60 


120 


RAINBOW 


* 10 


1944 


J85 


4800 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH- 
LOCATION: LAKE HURON H-3 
TOWNSHIP: 
DISTRICT: BRUCE 
LAT/LONC: 4419/8137 
1974 



SUBLOC: G 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) VI . (GM) 
MEAN MIN MAX MEAN 



59- 5 34.9 42.4 
23. 5 22. 1 26.2 
57. 9 40. 3 69. 7 



% > MEAN * 
LIMIT LIPID 



735 0.0 0.0 

163 0.0 0.0 

2589 50.0 0.0 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

W. SUCKER 
RAINBOW 



<6 



6-! 



SIZE RANGE: (INCHES) 
10 10-12 12-14 14-18 18-22 22-26 26-30 > 10 



A 



B 



E 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NGT AVAILABLE FOR ThIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCA1ION: LAKE HURON H-3 
TOWNSHIP: 

DISTRICT: BRUCE 

LAT/LONG: 44 19/813 7 

YEAR: 1974 
PPB SEX: - 



SUBLOC: DP 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPE) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN * 
LIMIT LIPID 



PIKE * 14 432 160 900 7 J. 51.1 85-4 2952 0.0 0.0 

RAINBOW * 10 2279 150 3800 56.4 45.4 65.6 2525 4 0.0 0.0 

W. SUCKER 10 356 2 50 460 44.7 40.9 51.1 1109 0.0 0.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

PIKE 
RAINBOW 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A 
B 



A 
B 



A 
B 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 2000 PPB 

DA'IA NOI AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON H-3 SUBLOC: HB 

TOWNSHIP: 

DISTRICT: GREY 

LAT/LONG: 4440/8054 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN * 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

S.M. BASS 7 4 ND 15 23.4 20.4 28.9 204 0.0 0.9 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGEEN RIVER 

TOWNSHIP: SAUGEEN 

DISTRICT: BRUCE 

LAT/LONG: 4429/8119 

YEAR: 1977 
PPb SEX: - 



SOURCE: MOE 



SPECIES 



PCB ( PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN * 
LIMIT LIPID 



RAINBOW * 20 1841 590 3500 60.7 38.9 72.4 2781 40.0 4.1 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
RAINBOW 



<6 



6-i 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 



B 



26-30 >30 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGEEN RIVER 
TOWNSHIP: SAUGEEN 
DISTRICT: BRUCE 
LAT/LONG: 4429/8119 
YEAR: 1977 

SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



RAINBOW 



20 



ND 



ND 



ND 



60.7 38.9 72.4 



2781 



0.0 



4.1 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGEEN RIVER 

TOWNSHIP: - 

DISTRICT: BRUCE 

LAT/LONG: 4429/8119 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 
MEAN KIN MAX 



LENGTH (CM) WT. (GM) %> MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



9 1480 880 2130 66.8 61.5 72.9 3219 11.1 111. 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: SAUGEEN RIVER 
TOWNSHIP: - 
DISTRICT: BRUCE 
LAT/LONG: 44 29/8119 
YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT. (GM) %> MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



COHO 



ND 



ND 



ND 66.8 61.5 72.9 3219 0.0 111. S 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTER OF ThE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HUFON H-5 

TOWNSHIP: POINT EDWARD 

DISTRICT: CHATHAM 

LAT/LONC: 4259/8 228 

YEAR: 1976 
PPB SEX: - 



REGION: SW 
SOUFCE: MOE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


S.M. BASS 


25 


184 


ND 


640 


B. TROUT 


14 


1959 


1150 


4000 



LEiNGTH (CM) WT.(CM) 
MEAN MIN MAX MEAN 



25. 1 20. 6 31.9 294 

43. 6 40.4 48.0 1611 



% > MEAN % 
LIMIT LIPID 



0.0 
42.9 



0. 7 
10.1 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPE 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURON H-5 
POINT EDWARD 
CHATHAM 
4259/8 228 
1976 



REGION: SW 
SOURCE: MOE 



SPECIES 



N MIR EX (PPB) 

MEAN MIN MAX 



S.M. BASS 


25 


ND 


ND 


ND 


B. TROUT 


14 


ND 


ND 


ND 



LENGTH (CM) 
MEAN MIN MAX 



25. 1 20.6 31.9 
43. 6 40.4 48.0 



(GM) 


% > 


MEAN * 


EAN 


LIMIT 


LIPID 


2 94 


0.0 


0.7 


1611 


0.0 


10.1 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF- THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON H-5 

TOWNSHIP: POINT EDWARD 

DISTRICT: CHATHAM 

LAT/LONG: 4259/8 228 

YEAR: 1976 
PPB SEX: - 



REGION: SW 
SOURCE: MOE 



SPECIES 



PCB (PPB) 
MEAN MIN MAX 



LENGTh (CM) WT.(GM) 
MEAN MIN MAX MEAN 



* > MEAN % 
LIMIT LIPID 



S.M. BASS 



10 



7 78 



85 1350 



24.9 22.2 28.7 



28 



0.0 



2.2 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: MIRLX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE HURON H-5 
POINT EDWARD 
CHATHAM 
4259/8 228 
1976 



REGION: SW 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT. (GM) 

MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



S.M. BASS 



10 



ND 



ND 



ND 



4.9 22.2 28.7 



28 



0.0 



2. 2 






PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONNENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON h-5 
TOWNSHIP: POINT EDVvARD 
DISTRICT: CHATHAM 
LAT/LONG: 4259/8228 
YEAR: 1976 

PPB SEX: - 



REGION: SW 
SOURCE: MOE 



SPECIES 



N PCB (PPR) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SPLAKE * 20 2598 1260 6480 50,1 45.0 58.0 1869 65.0 10.5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SPLAKE 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > B0 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2 000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FCR THIS SIZE 



PARAMETER: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON h-5 
TOWNSHIP: PCINT EDWARD 
DISTRICT: CHATHAM 
LAT/LONG: 4 259/8228 
YEAR: 1976 
SEX: - 



REGION: SK 
SOURCE: MOE 



SPECIES 



N MIREX (PPB) 
MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



SPLAKE 



20 



ND 



ND 



ND 



50.1 45.0 58.0 



1869 



0.0 10.5 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ON1ARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON #5 
TOWNSHIP: - 
DISTRICT: LAMB TON 
LAT/LONG: 4 310/8 215 
YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 


N PCB 
MEAN 


( 

MIN 


PPB) 
MAX 


S.M. BASS * 
COHO * 


28 667 
16 1128 


90 

120 


2120 
2360 



LENGTH (CM) 
MEAN MIN MAX 



33. 3 24.8 41.8 
59.8 37.6 70. 3 



T. (GM) 




%> 


MEAN 


8 


MEAN 




LIMIT LIPID 


625 


3 


.6 


2. 1 




2753 


12 


.5 


5. 9 





SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

S.M. BASS 
COHO 



<6 



6-1 



SIZE RANGE: (INCHES) 
10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 

A 



PCB 
PCB 
PCB 



CONCENTRATION < 2 000 PPB 
CONCENTRATION > 2 000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPS 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON #5 
TOWNSHIP: - 
DISTRICT: LAMB TON 
LAT/LONG: 4310/8215 
YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 


N MIKEX 
MEAN 


( 

MIN 


PPB) 
MAX 


LENGTH (CM) 
MEAN MIN MAX 


WT. (GM) %> MEAN % 
MEAN LIMIT LIPID 


S.M. BASS 
COHO 


28 ND 
16 ND 


ND 
ND 


NL 
ND 


33. 3 24.8 41.8 
59.8 37.6 70.3 


625 0.0 2.1 
2753 0.0 5.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BFANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



RAINBOW 
SPLAKE 







LOCATION: 


LAKE HURON GB-3 






TOWNSHIP: 


TINY 






DISTRICT: 


SIMCOE 






LAT/LONG: 


4448/8004 






YEAR: 


1971 




PPB 


SEX: - 




N 


PCB 


(PPB) 


LENGTH (CM) 




MEAN 


MIN MAX 


MEAN MIN MAX 


6 


5 50 


200 1000 


40- 30. 5 48. 3 


2 


600 


500 700 


26. 6 24.0 29.2 



REGION: NE 
SOURCE: MOE 



\(GM) % > MEAN % 

MEAN LIMIT LIPID 



0.0 
0.0 



7.4 

2. 9 



POLLUTANT: PCB 



.'1 ISSUE: MUSCLE 



OMARIC MINISTRY OF THE ENV I FONDER'! 
LAEGRATOFY SERVICES BRANCH 



LOCATION: LAKE HUFON/GB. 
.10VNSK1P: GEOFGIAN BAY 
DISTRICT: PAFRY SOUND 
LAT/LONC: 45 30/8029 
YEAR: 1976 



L1MI1: 


200C 


PPL 


SEX: - 


SPECIES 


N 


PCB 


( PPE) 






ME AM 


MIN MAX 



(FREDERICK S^ U 



SCUFCE: MOE 



LENGTH (CM) VvT.(GM) ?> ME AM S 

MEAN MN MAX MEAN LIMIT LIPID 



PIKE 



15 



108 



40 



280 



77.0 64. C 94.5 



3 36 



0.0 



0.4 



ONTARIO MINIS! FY OF TEE ENVIPONNEN.T 
LABORATORY SERVICES BRANCH 



PCLLUTAM: MI HEX 



.'i ISSUE: MUSCLE 
LIMIT: 10C PPE 



LOCATION: LAKE HUFON/GB. 3 

TOWNSHIP: GEO! CI AN BAY 

DISTRICT: PAKFV SOUND 

LAT/LONC: 4530/8029 

YEAR: 19 76 
SEX: - 



{."" 3K3RICK STRE "" ) 
SOUFCE: MCE 



SPECIES 



i\ Ml REX ( PPE) LENGTH (CM) VT.(CM) %> ME/N \ 
MEAN MIN MAX MEAN MIN FAX KEAN LIMIT LIPID 



PIKE 



15 



ND 



ND 



ND 



77.0 64.0 94. 5 



3 36 



0.0 



0.4 



SPECIES 


N PCb 
ME AN 


( 
K 1 N 


PPB) 
MA X 


VsALLEYE 

irIKE 


* 18 4 36 

20 127 


25 
45 


2 78 
310 



ONTARIO MINISTRY OF THE ENVIFONMhN'i 
LAEGFATGRY SERVICES BFANCH 

FCLLUTAN1: PCB LOCATION : LAKE HUFON/CB.3 

TGV.NSEIP: CEGRGIAN BAY (RAPT ISLAND) 

LIS! PICT: PAFFY SOUND (BRITT) 

LAT/LCNG: 4 54 3/ 8 2 S 

.'1ISSUE: MUSCLE YEAR: 1976 SGUFCE: KOE 

LIMIT: 2000 PPB SEX: - 

LENCIh (CM) WT. (Gfo) %> MEAN * 

MEAfl MIN N'AX MEAN L1MT LIPID 

51- 5 32.4 66.5 168e 11. I 1. 2 

65. 6 51. C 63. 2150 0.0 0. 5 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE R&KGfi: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

WALLEYE ---AAAAAA- 



A PCB CONCEN.TFATIGN < 2 00C PPE 

L PCB CONCEN.TFATIGN > 2 0CO PPB 

- PCB DA'IA NOT AVAILABLE FCR ThIS SIZE 



- - ONTAFIG MI NISI FY OF 1 HE ENV IROMMEN.T 

LAECIATGFY SERVICES BPANCH 

POLLUTANT: MIREX LOCATION: LAKE HURON'/CB.2 

.TOMSEilP: GEORGIAN BAY (RAOT ISLAND) 

DISTRICT: PAFPY SOUND (B-'ITT) 

LAT/LCNG: 454 3/8Q3S 

.TISSUE: MUSCLE YEAP: 1976 SGUFCE: MOE 



LIMIT: 


10C PPB 


SEX: 




SPECIES 


N MIREX 

MEAN 


( 
MIN 


PPK) 

MAX 


WALLEYE 

irIKE 


18 NL 
20 ND 


ND 

ND 


ND 
ND 



LENGTH (CM) V.T.(GM) %> MEAN * 

MEAN MIN MAX MFAI* LIMIT LIPID 



51..! 32.4 66.5 1686 0.0 1.2 

65. 6 51. C 83.0 2150 0.0 0. 5 



POLLUTANT: PCB 



.TISSUE: MUSCLE 
LIMIT: 2000 



OMAHC MMSTRY Ob THE ENVIRONMENT 
LADOIAICRY SERVICES BRANCH 



LOCATION: MOCN/GB3 RIVER 
'IGfcNSHIP: CONGER 
DISTRICT: PARRY SOUND 
LAT/LOnC: 4508/7959 
YEAR: 1976 

PPb SEX: - 



SUBLOC: RE 
(BOON RIVSft FALLS) 

SOURCE: FCfc 



SPECIES 



N PCE ( PPB.) LENGTH (CM) V\T.(GM) $> MEAN * 

MEAN M1N MAX MEAN MIN MAX MEAN LIMIT LIPID 



VvALLEYE * 19 501 

PIKE 1? 218 



80 2170 61. 6 48.2 77. 5 
10 880 65. 7 49. £2.0 



2113 5.3 1.1 

1461 0.0 43.9 



* SIZE SPECIFIC CLASSIFICATION AVAILAELE 



SIZE SPECIFIC CLASSIFICATION: PC3 



SPECIES 
VvALLEYE 



<6 



SIZE RANGE: (INCHES) 
6-8 e-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



i 



A PCB 
b PCB 

- PCB 



CONCENTRATION < 2 00 PPB 

CONCENTRATION > 2 00 PPB 

DATA NG'l AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



.1 ISSUE: MUSCLE 
LIMIT: 100 PPB 



GN.TARIG MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCAT1 ON : MOGN/GB. 2 RI V ER 

TOWNSHIP: CONGER 

DISTRICT: PARRY SOUND 

LAT/LONG: 4 508/7 959 

YEAR: 1976 
SEX: - 



SUELCC: Rfr 
(I TOON niVPR PALLS) 



SOURCE: MOE 



SPECIES 


N MIREX 
MEAN 


( 

MIN 


PPB) 
MAX 


WALLEYE 
PIKE 


19 ND 
17 ND 


ND 
ND 


ND 
ND 



LENGTH (CM) 

MEAN MIN MAX 



61. 6 48. 2 77. 5 
65.7 49.0 82.0 



T. (CM) 


%> 


MEAN 


\ 


MEAN 


L1MI1 LIPID 


2113 


0.0 


1.1 




1461 


0.0 


4 3. 9 





FCLLUTAN1: PCB 



.1 ISSUE: MUSCLE 
LIE 11 1 2000 



OMAFIC MINISTFY Ob 'IDE ENVIR0NKER*J 

LABOFAIGFY SERVICES BRANCH 

LOCATION: FRENCH RIVER 
TOV.NShIP: GEORGIAN BAY 
DISTRICT: PAFF^ SOUND 
LAT/LONG: 4556/8054 
YEAR: 1976 

PPB SEX: - 



SOURCE: MGE 



SPECIES 



PCB ( PPB.) LENGTH (CM) KT.(GM) 

MEAN MN MAX MEAN MIN MAX MEAN 



%> MEAN $ 
LIMIT LIPID 



VnALLEYE 
PIKE 



36 113 ND 67C 37. 3 22. C 59. C 
1 25 4C.0 - 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



726 
500 



SIZE SPECIFIC CLASSIFICATION: PCB 



0.C 

0.0 



1.0 

1. ] 



SPECIES 
V.ALLLYE 



<6 



6-6 8-10 



SIZE RANGE: (INCHES) 
10-12 12-14 14-18 18-22 22-26 



26-30 >30 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENT PATIGN < 2000 PPB 

CONCENTRATION "> 2 00 PPB 

DAI A NC'i AVAILABLE FOR THIS SIZE 



GMTARIC MINISTFY OF THE ENV IRONMEN.T 
LABORAIORY SERVICES BRANCH 



POLLUTANT: 


MIRE) 


( 


LOCATION: 


FRENCH RIVER 










TG V.N SKIP: 


GEORGIAN BAY- 










DISTRICT: 


PARRY SOUND 










LAT/LONG: 


4556/8054 


.1ISSUE: 


MUSCLE 




YEAR: 


1976 


LIMIT: 




100 


PPB 


SEX: - 




SPECIES 




N 


MIR EX 


( PPE) 


LENGTH 








MEAN 


MIN MAX 


MEAN MIN 


V.ALLEYE 




36 


ND 


ND ND 


.'-7. 3 23.0 


PIKE 




1 


ND 


- 


4 0. C - 



SOURCE: MOE 



(CM) WT. (GM) %> MEAN * 
MAX MEAN LIMIT LIPID 



726 
50 



0.0 
0.0 



1.0 
1.1 



POLLUTANT: PCb 



TISSUE: MUSCLE 
LIMIT: 2 GO 



ONTARIO MINISTRY Of ThE ENVIRONMENT 

LABORATORY SERVICES bRANCb 

LOCATION: SEQUIH/GBlZ RIVER 

TCKNSKIP: MCDCUGALL 

DISTRICT: PARRY SOUND 

LAT/LONC: 452 0/8002 

YEAP: 1977 
PPB SEX: - 



SUBLCC: £P 
(SEQUIN RIV ) 

SOURCE: MCE 



SPECIES 



PCB ( ]rPb) LENGTH (CM) hT'.(GM) *> MEAN % 
MEAN WIN NAX MEAN MIN MAX MEAN L3MT LIPID 



SMELT 
PIKE 



10 

1 



12 7 
20 



260 15-8 13.8 16.5 
68.5 - 



24 

4 6 50 



SIZE SPECItIC CLASSIt 1CATIGN AVAILAELE 



0.0 
0.0 



4. 1 
0. 



SIZT SPECIFIC CLASSIFICATION: PCb 



SIZE PANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 16-22 22-26 26-30 >30 

SMELT AAb------- 



A PCb 
b PCb 
- PCE 



CONCENTRATION < 2 000 PPb 

CONCENTRATION "> 2 000 PPb 

DAI A NOT AVAILABLE FGF THIS SIZE 



POLLUTANT: MI REX 



.'1 ISSUE: MUSCLE 
LIMIT: 10 PPb 



ONTARIO MI MSI FY OF Tfifi ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: SEGUIN/GB2 RIVER 

TGI N SHIP: MCDOUCALL 

DISTRICT: PARRY SOUND 

LAT/LONC: 4520/8002 

YEAR: 1977 
SEX: - 



SUBLGC: SR 
(SEQUIH "TV ) 

SGU1CE: MOF 



SPECIES 


M M 1 R EX 


( P Pb ) 


LEN 




MEAN 


MIN MAX 


MEA 


SMELT 


10 ND 


ND ND 


15.8 


PIKE 


1 ND 


- 


68- 5 



: (cm) 

MIN MAX 



13-8 16. 



T . (CM) 


k> MEAN I 


MEAN 


LIN IT LIPID 


24 


0.0 4. ] 


4650 


0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN MAX 


W. SUCKER 


10 


1282 


900 1550 


RAINBOfo 


8 


1513 


580 3000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 
TOWNSHIP: GEORGIAN BAY 
DISTRICT: SIMCOE 
LAT/LONG: 44 35/8015 
1974 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) toT.(GM) 
MEAN MIN MAX MEAN 



40. 5 37. 3 42.6 8 35 

57. 3 45. 6 69.8 2740 



% > MEAN ? 
LIMIT LIPID 



0.0 0.0 
12.5 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 
TOWNSHIP: 
DISTRICT: 
L AT/LONG: 
YEAR: 
SEX: - 



LAKE HURON GB-4 
GEORGIAN BAY 
SIMCOE 
4435/8015 
1974 



SUBLOC: NB 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) VvT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



Y. PERCH 



186 



160 



220 



28. 3 26.5 31.0 



318 0.0 



0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIPON^EN^ 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWNSHIP: GEORGIAN BAY 

DISTRICT: SIMCOE 

L AT/LONG: 44 35/8015 

YEAR: 1974 
PPB SEX: - 



SUBLOC: NB 



REGION: NE 
SOURCE: MOE 



SPECIES 



PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



W. SUCKER 


2 


580 


260 


900 


37.0 36.1 37.8 


6 50 


0.0 


0.0 


RAINBOW 


2 


510 


2 20 


800 


41.2 34. 3 48.0 


992 


0.0 


0.0 


WALLEYE 


3 


827 


320 


1400 


54.2 45.9 62.2 


2202 


0.0 


0.0 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPb 


SEX: - 


SPECIES 


N 


PCS 


( PPS) 






FEAN 


KIN FAX 



OMAfJC MM£1F\ Of THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATIONS NCTTAVASAGA RIVER 
TOMSR1P: SUNFIDALE 
DISTRICT: SIf-COE 
LAT/LGNC: 44 32/8000 
1976 



SGOJF-CE: FOE 



LENGTH (CF) V,T. (CF) i> FE.AN * 

FEAN KIN FAX MEAN L1MT L1P1L 



RAINBOW 



19 902 340 1910 62. < 45-0 76.2 295 0.0 5.9 



POLLUTANT: FIRtX 



'1ISSUE: FUSCLE 
LIMIT: 100 PPB 



ON'iARIG FIN I SI FY Ot 1 HE ENVIRONMENT 

LALOIATGRY SERVICES BRANCH 

L OCA II ON: NG'J 1 AV.ASACA RIVtP 

TOVNSEIP: SUNFIDALE 

LI ST HOT: SIF'COE 

LAT/LONG: 44 32/6000 

YEAR: 19 76 
SLX: - 



SOURCE: FOE. 



SPEC! LS 



N F.I REX ( PPc) LENGTH (CM) Wl.(GM) 

MEAN FIN FAX I EAN FIN FAX FEAN 



%> FEAN S 
Ll'MT L1P1L 



RAlNbOW 



19 



nl 



NO 



i\b 



62.' I 4 5. C 7 6. 2 



2 95 



0.0 



c c 



ONTARIO MINISTRY OF THE ENVIRONMENI 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON GB-4 SUBLOC: OS 

TOWNSHIP: GEORGIAN BA* 

DISTRICT: SIMCOE 

LAT/LONG: 44 35/8015 REGION: NE 

TISSUE: MUSCLE YEAR: 19 74 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) V.T.(GM) % > MEAN $ 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y. PERCH 


8 


189 


100 


340 


26.9 24. 7 28. 1 


247 


0.0 


0.0 


RAINBOW 


i 


1187 


900 


1500 


62.2 57. 2 70.8 


3274 


0.0 


0.0 


W. SUCKER 


2 


975 


8 50 


1100 


37. 6 35.2 40.0 


680 


0.0 


0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON GB-4 SUBLOC: PM 

TOWNSHIP: GEORGIAN BAY 

DISTRICT: SIMCOE 

LAT/LONG: 4435/8015 REGION: NE 

TISSUK: MUSCFJ-, y» : ;A'K: 19 7 4 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) Wl.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

R. BASS 8 74 60 80 19.5 17.0 22.1 158 0.0 0.0 

WALLEYE 4 108 70 160 46.3 36.5 52.7 1096 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRCMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWNSHIP: CEORGIAN BAY 

DISTRICT: SIMCCE 

LAT/LONG: 44 35/8015 

YEAR: 1974 
PPB SEX: - 



SUBLCC: PM 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCb (PPB) LENG1H (CM) Wl.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



WALLEYE 



3 58 



2 70 



4 30 



57. 5 50.9 62. 3 



2201 



0.0 



0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 
TOWNSHIP: 

DISTRICT: 
LAT/LONG: 
YEAR: 
SEX: - 



LAKE HURON GB-4 
COLLI NGKOOD 
GREY 

4434/8026 
1974 



REGION : 
SOURCE: 



NE 
MOE 



SPECIES 



PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN ? 
LIMIT LIPID 



W. SUCKER * 10 562 160 1310 36.9 32.2 41.0 

Y. PERCH * 10 9J 60 140 26.9 2 3.5 30.0 

RAINBOW * 10 910 110 2460 52.1 30.2 68.9 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



577 


0.0 


0.0 


28 


0.0 


0. 


2109 


10.0 


0. 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

W. SUCKER 
Y. PERCh 
RAINBOVv 



<6 



6- 



SIZE RANGE: (INCHES) 
10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



A 



A 


A 


A 


A 


A 


A 



B 



A 



A 



A 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON/G34 

TOWNSHIP: COLLINGWOOD 

DISTRICT: GREY 

LAT/LONG: 4443/8025 

YEAR : 1 977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) f> MEAN £ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW * 20 378 15 800 52.6 21.2 68.5 1593 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 4.0 



SPECIES 
RAINBOW 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZ! 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HUR0N/GB4 

TOWNSHIP: COLLINGWOOD 

DISTRICT: GREY 

LAT/LONG: 4443/8025 

YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) 
MEAN MIN MX 



LENGTH (CM) WT.(GM) fo> MEAN f 
MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW 



20 



ND 



ND 



ND 



52.6 21.2 68.5 159' 



0.0 4.0 



ONTARIO MINIS'IRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PCLLUTANl: PCb LOCATION: LAKE HURON/CB4 

TOWNSHIP: GECGIAN bAY 

LI STRICT: CFEY 

LAT/LONG: 44 40/ 8 54 

.TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT? 2G00 PPB SEX: - 

SPECIES N PCB ( PPb) LENGTH (CM) WT.(GM) %> MEAN \ 

MEAN FIN MAX MEAN MI N MAX MEAN LIMIT LIPID 

CGKC * 12 868 210 1350 57.4 47.1 6.3.4 2262 0.0 6.4 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

S1ZL SPECIFIC CLASSIFICATION: PCB 

SIZE RANCE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-38 18-22 22-26 26-30 >30 

COHO -----AAAE- 



A PCB CONCENTRATION < 2 000 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



- - ONTARIO MINI SI RY OF THE ENVIRONMENT - - 

LABORATORY SERVICES BRANCH 

POLLUTANT: Ml REX LOCATION: LAKE HUPON'/CB4 

.TOVvNSHIP: GEOCIAN BAY 

DISTRICT: GREY 

LAI /LONG: 4 4 40/ 8 C 54 
TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 100 PPE SEX: - 

SPECIES N M1REX ( PPE.) LENGTH (CM) KT.(GM) %> MEAN * 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

COHO 13 ND ND ND 57.4 4 7.1 62.4 2 26 2 0.0 6.4 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON GB-4 

TOWNSHIP: ST. VINCEN1 

DISTRICT: GREY 

LAT/LONG: 444 3/8 38 

YEAR: 1976 
PPB SEX: - 



REGION: SW 
SOURCE: MOE 



SPECIES 



SPLAKE 
RAINBOW 



N 


PCB 


(PPB) 




MEAN 


MIN 


MAX 


32 


514 


45 


2280 


6 


245 


95 


660 



LENGTH (CM) WT.(GM 
MEAN MIN MAX MEAN 



33. 1 22.8 56.0 616 
35. 9 26. 5 4 3. 9 729 



? > MEAN % 
LIMIT LIPID 



J. 1 

0.0 



5.8 
6.6 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 10 

SPLAKE - -AAAAAB-- 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 200 PPB 

DA1A NCI AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 



POLLUTANT: PC3 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LABORATORY SERVICES BRANCH 

LOCATION: LAKE HUR0N/GB4 
TOV/NSHIP: ST. VINCENT 
DISTRICT: GREY 
LAT/L01TG: 44 42/8035 
YEAR: 1977 
SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) 

MEAN MIN MAX 



LENGTH (CM) V/T.(GM) ?*> MEAN fo 
MEAN MIN MAX MEAN LIMIT LIPID 



609 0.0 3.9 



SPLAKE * 33 245 10 810 34.1 23.7 48.7 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

SPLAKE 

A PCB 
B PCB 
- PCB 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 



A 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF TPFE ENVIRONMENT 

LABORATORY SERVICES 3RANCH 

LOCATION: LAKE HURON/GB^ 

TOV/NSHIP: ST. VINCENT 

DISTRICT: GREY 

LAT/LONG: 4442/803^ 

YEAR: 1977 
SEX: - 



SPECIES 



SOURCE: MOE 



N MIREX ( PPB) LENGTH (CM) WT.(GM) £> MEAN?* 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



SPLAKE 



ND 



ND 



34.1 23.7 48.7 



609 0.0 3.9 



\je 1A1 R - Itsla'l :\ - f i l-f. I ■ '*. U>ui..» i.i 'J 
i.. . L i / 'J Ci<i ; bi't.V lCLt) i>] • tiCii 

PoLLU1Ar«'i : tCb i'jUC/'.'l 1 L-i. : Lt : ^\. it} I \ji-i Cl.4 

'iut .<< L- ii 1 i : - 

EI 31 i- 1CI : ... ! UCE 

LA'i/LOi ( : 44 47/ Tl IS 

Tli>SUb! f-USCLt, M/i: 157 7 UCE : I ol 

LIUi: 20 rt:. SEX: - 

SPlXlkd * PCs ( l-K.) L.LNC1E (G.) H.(Gi) ^> tTAiv 5 

i,ai. r i£\ f/sx : lai. i in ? ax iean lim'i LiPii- 

b. IkOoT * 2C 927 200 2350 49.6 4C.0 64.8 200 S. 5.0 7.2 

CHINOOK * 23 409 80 1130 43.3 30.4 bS.C 8 §2 0.0 1.8 

* SIZE SPECItiC CLASSIFICATICM AVAILAfcLL 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

l. IRGttl -----AAAA- 

CtilrtOOK A A A A A 



A PCB CGfoCEMTPATIGN < 2 COO r'Pii 

b PCE CO.*CEN'IKATlGi\ > 2 00 P PL 

- &CB uAiA L\U'l AVAIL-AbLt FOP i ill t SIZE 



- - CwlAhiO ilMS'lLY Gfc II;. fcJVIfcoM-EM ~ ~ 

LALGi*A!GF.* &CS-.V1CCS Bf.ANCb 

foLLU'IAw'i: .'Ikl> LuCA'IlCk 1 : LP Kb hUKOri Cc4 

r iGv.i\cUlP: - 

DIS'J I I CI : ! PUCE 

EA'j /LGtvC : 4447/81] ^ 

'iiSSUt; 'lUSCLE VEA; : 1077 SCLICl: i ii 

Lir.il: 100 PPu SEX: - 

SPECIES in ii-.!' ( PR) LEiiCTii (C ) . i.(C') O f LAL ■ 

.,lA.; MtJ I AX : c "v.-; ' K. ■ 2Ai\ L1M1 LIPli 



l. Jrtw'i 20 r.L KL i<~ 4S.6 4G.G M.£ 2 00 9 0.0 7.2 

CrlluGoK 21 uti hu nC 4 3.3 3C-4 58.0 f'f-2 0.0 1.8 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON NC-1 

TOWNSHIP: LAKE GEORGE 

DISTRICT: ALGOMA 

LAT/LONG: 4 75 7/8 446 REGION: NE 

TISSUE: MUSCLE YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 



LENGTH (CM) WT. (GM) % > MEAN ? 
MEAN MIN MAX MEAN LIMIT LIPID 



24.6 23-4 25.8 
4 3. 1 40. 3 46.4 
51. 9 4 3.8 63.8 

SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 

PIKE -----AAAA- 



A PCB CONCENTRATION < 2000 PPB 

B PCB CONCENTRATION "> 2000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN 


MAX 


Y. PERCH 


2 


30 


20 


40 


W. SUCKER 


4 


118 


90 


150 


PIKE * 


10 


96 


60 


140 



2 28 


0.0 


0.1 


988 


0.0 


0.8 


966 


0.0 


0.2 



ONTARIO MINISTRY OF THE ENVIRONfENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE HURON NC-1 SUBLOC: SP 

TOWNSHIP: SPRAGGE 

DISTRICT: ALGOMA 

LAT/LONG: 4611/8219 REGION: NE 

TISSUE: MUSCLE YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN \ 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



V\. SUCKER * 


11 


125 


20 


480 


25.8 20.9 4 3.5 


585 


0.0 


0.1 


Y. PERCH 


~ 


46 


40 


60 


27. 1 24. 1 29.2 


284 


0.0 


0. 


PIKE 


10 


114 


80 


150 


52.9 45. 5 68.5 


990 


0.0 


0. c 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INChES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 

W. SUCKER ---AAAA--- 



A PCB CONCENTRATION < 2000 PPB 

B PCB CONCENTRATION '> 200 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 






YEAR: 




LIMIT: 


200C 


1 


PPB 


SEX: 


-~ 


SPECIES 




N 


PCB 


(PPB) 








MEAN 


MIN 


MAX 


W. SUCKER 




8 


134 


50 


420 


Y. PERCH 




9 


149 


70 


240 


PIKE 




6 


293 


150 


420 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE HURON NC-1 
TOWNSHIP: SPRACGE 
DISTRICT: ALGOMA 
LAT/LONC: 4611/8 219 
1974 



SUBLOC: SR 



REGION: NE 
SOURCE: MOE 



LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



66. 7 29. 7$$$$$ 441 0.0 0.0 
26.1 23.9 30. 7 220 0. 0.0 
64.3 51.7 75.5 1885 0.0 0.0 



PCB AND rilREX DATA SUMMARIES 
LAKE SUPERIOR 



OtJTARIG MINISTRY Of THE fclNVIROMSEMT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE SUPERIOR#l 

TOWaSDIP: PINE BAY 

DISTRICT: THUNGERBAY 

LAT/LONG: 4 802/8 93 REGION: NE 

TISSUE: MUSCLE YEAR: 1973 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN * 

MEAN MIN MAX MEAN HI 19 MAX MEAN LIMIT LIPID 



L. TROUT 




4 


843 


5 90 


12 u0 


41.6 37. 3 45.2 


845 


0. 


0.0 


WALLEYE 


* 


11 


222 


12 


3 90 


43.6 37.6 46.5 


1133 


0. 


0.8 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

vJALLEYE ----AAB--- 



A PCB CONCENTRATION < 2 000 PPB 

b PCB CONCENTRATION > 2uu0 PPB 

PCB DATA biOl AVAILABLE FOP THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER 


. PCB 




LOCATION: 
TOWNSHIP: 
DISTRICT: 


LAKE SUPERIOR#l 
PINE BAY 
THUNDERBAY 












LAT/LONG: 


4802/8930 REGION: 


NE 


TISSUE: MUSCLE 




YEAR: 


1974 SOURCE: 


MOE 


LIMIT: 


2000 


PPB 


SEX: - 








SPECIES 


N 


PCB 


(PPB) 


LENGTH (CM) WT.(GM) 


% > 


MEAN % 






MEAN 


MIN MAX 


MEAN MIN MAX MEAN 


LIMIT LIPID 


WHITEFISH 


2 


135 


100 170 


44. 7 42.2 47.2 1149 


0. 


0.0 


L. TROUT 


6 


292 


190 430 


45. 1 43.2 47.5 1257 


0.0 


0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SUPERIOR#l 
TERRACE BAY 
THUNDERBAY 
4847/8 706 
1976 



SUBLOC: TB 



REGION: NE 
SOURCE: MOE 



SPECI ES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



RAINBOW 



51 231 ND 600 51.4 30.0 66.0 1481 0.0 2.3 



PARAMETER: MI REX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT- 
LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPEPIOR#l 

TOWNSHIP: TERRACE BAY 

DISTRICT: THUNDERBAY 

LAT/LONC: 4847/8 706 

YEAR: 1976 
SEX: - 



SUBLOC: TB 



REGION: NE 
SOURCE: MOE 



SPECIES 



MI REX (PPB) 

MEAN MIN MAX 



LENCrH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



RAINBOW 



51 



ND 



ND 



ND 



51.4 30.0 66.0 



1481 



0.0 



2.3 



ONTARIO MINISTRY 0? THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE SUPERIORS 1 SU3L0C: T3 

TOWNSHIP: L.SUPERIOR (TERRACE BAY) 
DISTRICT: THQNDERBAY 
LAT/LONG: 4847/8710 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2C00 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) # > MEAN '< 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

L. TROUT * 15 675 310 166C 52.5 47.0 65.0 2065 0.0 9.8 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

L. TROUT -----AAAB- 

A PCB CONCENTRATION < 2000 PPB 
B PCB CONCENTRATION > 2000 PPB 
- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SUPERIOR#2 

BLACKBAY 

THUNDERBAY 

4840/8825 

1973 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



PCB (PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CISCO 

L. TROUT 

WHITEFISH 



9 
10 
10 



5 70 

1796 

537 



62 

1020 
390 



880 
4260 

810 



32. 1 

199.0 

44.0 



26 
55 
41 



9 34. 5 
1$$$$$ 
7 46.7 



4 32 
2608 
1072 



0.0 

30. 

0.0 



0.0 
0.0 
0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



SPECIES 



N PCB 



LOCATION: LAKE SUPERIORS 

TOV/NSHIP: NIPIGON 

DISTRICT: L.SUPERIOR 

LAT/LONG: - 

YEAR: 1974 
SEX: - 



SUBLOC: HP v 
(HUGHES POINT) 



SOURCE: MOE 



(PPB) 



LENGTH (CM) WT. (GM) 



MEAN $ 



MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WHITEFISH 
CISCO 



16 1435 
6 860 



190 6000 
730 1000 



44.2 36.5 53.8 
33.7 32.3 35.6 



1367 25.0 4.9 
518 0.0 2.7 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE SUPERIORS 
TOWNSHIP: NIPIGON 
DISTRICT: L.SUPERIOR 
LAT/LONG: - 
YEAR: 1974 
SEX: - 



SUBLOC: MI 
(MOSS ISLAND) 

SOURCE: MOE 



JPECIES 



N PCB (PPB) 
MEAN MIN MA): 



LENGTH (CM) V/T.(GM) ?! > MEAN $ 
MEAN MIN MAX MEAN LIMIT LIPID 



CISCO 


4 


603 


400 


830 


WHITEFISH 


4 


615 


500 


700 



33.4 32.0 35.6 458 0.0 3.4 
45.2 43.4 46.7 1151 0.0 5.1 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



LOCATION: LAKE SUPERI0R#3 

TOWNSHIP: ROSSPORT 

DISTRICT: THUNDERBAY 

LAT/LONG: 4849/8733 

YEAR: 1973 
SEX: - 



N PCB 



SUBLOC: RP 



SOURCE: MOE 



(PPB) 



MEAN MIN MAX 



LENGTH (CM) VJT.(GM) # > MEAN # 
MEAN MIN MAX MEAN LIMIT LIPID 



Y/HITEFISH * 20 300 120 580 
L. TROUT 10 894 510 1170 



40.0 34.8 46.0 776 
51.3 46.0 55.4 1839 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 
0.0 



0.0 
0.0 



SPECIES 
V/HITEFISH 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
LATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



LOCATION: LAKE SUPERIORS 3 
TOWNSHIP: ROSSPORT PT 
DISTRICT: THUNDERBAY 
LAT/LONG: 4849/8733 
YEAR: 1976 
SEX: - 



SUBLOC: RP 

(ROSSPORT POINT) 

SOURCE: MOE 



SPECIES 



N PCB (PPB) 

MEAN MIN MAX 



LENGTH (CM) WT.(GM) <f> > MEAN % 
MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 
COHO 

RAINBOW 



* 39 1880 
4 460 
2 495 



65 5980 52.2 41.0 68.0 2372 

50 1090 46.5 46.0 47.0 1244 

480 510 61.0 61.0 61.0 1990 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



33.3 12.6 
0.0 2.2 
0.0 5.1 



SPECIES 
L. TROUT 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 

SPECIES 



ONTARIO MINISTRY OP THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PPB 



N PCB 



LOCATION: LAKE SUPERIOR,? 3 
TOWNSHIP: THUNDERBAY 
DISTRICT: THUNDERBAY 
LAT/LONG: 4825/8900 
YEAR: 1973 
SEX: - 



SUBLOC: TB 
(THUNDER BAY) 



SOURCE: MOE 



(PPB) 



LENGTH (CM) WT.(GM) 



MEAN fo 



MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



Y/HITEFISH * 10 799 520 1140 
L. TROUT 8 1668 1200 2200 
CISCO 10 706 540 1250 



45.1 42.4 47.5 

59.2 53.8 67.1 
35.0 33.8 36.8 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 



1194 0.0 0.0 

2581 12.5 0.0 

486 0.0 0.0 



SPECIES 
V/HITEPISH 



<6 



6-8 8-10 



SIZE SPECIFIC CLASSIFICATION: PCB 
SIZE RANGE: (INCHES) 



10-12 12-14 14-1 

- - A 



18-22 22-26 26-30 >30 

A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



>clluta:tt : PC 3 



TISSUE: MUSCLE 

LIMIT: 2(00 



sprci -:s 



orra lio ministry of tk eitviuci::: ■" 

la30ratoey services branch 

location: lamp superiors 
tor'nship: - 

DISTIlICff: THUNDER BAY 

lat/lomct : 4047/8710 

YEi : 1077 

PPR 3::;::: - 



IT PCB ( EPS) 

HEAE MIJ? MAX 



length (cii) 
t d:ait min mar 



source: moe 



/t.(gh) 



- :* 



mean LIMIT LIPE ) 



V.'HITEFISH * 25 17-' 70 52r 47./ /.2.0 55. C °9 r ' 0.0 7.0 
L. TROUT * 23 2349 16C 7060 55.1 40.0 74.0 1763 39.1 12.7 

* GIZC OP RCIEIC CLASSIFICATION AVAILABLE 

0100 SPECIFIC CLASSIFICATION: PC3 



SPECI IS 

V/HITEFISH 

L. TROUT 



<6 



6-8 



SIOT : RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 



A 



A 
B 



26- 



3 



30 



B 



A PCB 
3 PCB 
- PCB 



CONCENTRATION < 2000 PP3 
CONCENTRATION > 2000 PP3 
DATA HOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MI HEX 



TISSUE: MUSCLE 
LIMIT: 100 VV^ 



ONTARIO MINISTRY OP THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR;' : 
TOENSHIP: - 
DISTRICT: THUNDER BAY 

LAT/LONG: 4 £47/8710 

YRAR : 1077 

: - 



SPECIES 



N MIREE 
MEAN 



SOURCE: MOO 



( PP3) LENGTH (CM) ''T.(GM) '/'> MRAN ''> 
MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



EHITEFISH £5 NE NE HE 47.4 42.0 55.0 999 0.0 7.° 
L. TROUT 23 TO WJ NE 55.1 40.0 74.0 1763 0.0 12.7 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE SUPERIOR! 5 

TOWNSHIP: JACKFISH BAY 

DISTRICT: THUNDERBAY 

LAT/LONG: 4848/8659 REGION: NE 

TISSUE: MUSCLE YEAR: 1973 SOURCE: MOE 

LIMIT: 20b0 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

WHITEFISH 10 118 8 200 39.6 37.6 42.2 891 0.0 109.9 

CISCO * 10 193 130 270 38.5 33.8 56.3 612 0.0 0.0 

* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 

SIZE RANGE: (INCHES) 
SPECIES <6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 

CISCO ---AAAAA-- 



A PCB CONCENTRATION < 2 00 PPB 

B PCB CONCENTRATION > 2 000 PPB 

- PCB DATA NOT AVAILABLE FOR THIS SIZE 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



PPB 



LOCATION: LAKE SUPERIOR#5 

TOWNSHIP: JACKFISH BAY 

DISTRICT: A L GO MA 

LAT/LONG: 4 848/86 59 

YEAR: 1974 
SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



742 320 1200 50.3 46.7 55.4 1788 0.0 0.0 



MilAIOEER: PC3 



TISSUE: MUSCLE 
LIMIT: 2 COO 

spscias 



ONTARIO MINISTRY OR TM ENVIRONMENT 
LABORATORY SERVICES BRANCH 

LOCATION: LAB SUPERIOR,^ SUBLOG: J-IH 

TOWNSHIP: HARA2II0N (MARATHON HARBOUR) 

BI 3 TRI C T : TEUNDERBA Y 

LAT/LONG: 4843/8623 

YEAR: 1974 SOURCE: MOE 

PP3 SEX: - 



N PC3 (PPB) LENGTH (Cli) 1/2. <GK) ^ > MEAN fS 
MEAN MIN MAX MEAN MIN MAX KEAIS LIMIT LIPID 



L. TROUT 



10 6SO 360 1200 55.0 51.6 58. 4 2205 0.0 0.0 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE L.SUPERIOR#5 

TOWNSHIP: L.SUPERIOR 

DISTRICT: THUNDERBAY 

LAT/LONG: 4844/8625 

YEAR: 1976 
PPB SEX: - 



REGION: NE 
SOURCE: MOE 



SPECIES 


N 


PCB 


(PPB) 






MEAN 


MIN MAX 


WHITEFISH 


18 


1572 


150 5710 


W. SUCKER * 


23 


1198 


135 6000 


L. TROUT * 


33 


3652 


700 10800 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



37.6 31.0 45.0 
27.8 20.5 47.0 
66. 7 37.0 77. 5 



% > MEAN % 
LIMIT LIPID 



479 22.2 2.4 

302 21.7 1.1 

3225 78.8 14.7 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 

W. SUCKER 
L. TROUT 



SIZE RANGE: (INCHES) 
<6 6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



A 
A 



B 

A 



B 



B 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2 000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



PARAMETER: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIORS t SUBLOC: MB 

TOWNSHIP: MICHIPICOTEN (MICHIPICOTEN BAY) 

DISTRICT: ALGOMA 

LAT/LONG: 4757/8453 

YEAR: 1973 SOURCE: MOE 

PPB SEX: - 



N PCB (PPB) LENGTH (CM) VIT.(GM) <fo > MEAN £ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



WHITEFISH * 10 240 90 350 
L. TROUT 5 482 200 1300 
CISCO 10 297 200 430 



45.5 41.1 47.5 1090 
37.9 20.2 44.5 964 
36.3 33.0 38.1 562 



* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



0.0 0.0 
0.0 0.0 
0.0 0.0 



SPECIES 
V/HITEFISH 



<6 



SIZE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-18 18-22 22-26 26-30 >30 



A 



\ 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 
CONCENTRATION > 2000 PPB 
DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



ONTARIO MINISTRY OE TEE ENVIRONMENT 

LABORATORY SERVICES BjIANCH 

LOCATION: LAKE STIPE ^10 P.,; '6 
TOY/NSHIP: - 
DISTRICT: ALGOMA 
LAT/LONG-: 47^6/8/5? 
YEAR: 1^77 
PPB S^: - 



SOURCE: HOE 



SPECIES 



N PCB 

'ERAN 



(PPB) LENGTH (CM) WT.(GM) <>> M3AB f ' 
MIN MAX MEAN MIN ?1AX MEAN LIMIT LIPID 



RAIN30E * 
SISC0EE2T * 
L. TROUT * 



15 216 
11 2rQ6 
11 1067 



73 640 

610 /?_7 r ' 

2nn ; ;: 



58.4 49.2 73.0 
5C.7 45.2 59.6 
38. 4 29.5 45.2 



1720 0.0 2.5 

1673 36.4 IS. 6 

536 1 c .2 






* 



OJ iT UJ... .u W^X'.^SJ.-.. X ^^ —A. v. 1 -1.1- '-.'.... . 



SPECIES 

EAT!€B<T' 
SISCO^T 

L ™ ou^ 



<b 



6-° 



G-1 



U£ ^± L w 



j ■■■: - ..■ .. :c,..' io: t : : u 



siz'- RArr^: (rrvrs) 

1C-12 12-14 14-1£ 18-22 22-26 25-30 



A 



A 
A 



^ 



A 



A PCI 

B PCB 

- PCH 



CONC r,Tn ~ , A'" 1 TO N < ? ~o ~pv> 

CO^CHT^El^ION > r "V PR. 

EA'"/_ EO m AVAILABLE PO? THIS STfr 



POLLTTT AN n - "*T^' :? X 



TISSUE: MUSCLE 
LIMIT; 1 ^ VV^ 



f)N m JPIO MINISTRY 0^ rr E^" ENVIRON? TEN""' 

i,,A^OPA m OKTf S^f^T-OTS B*ANCE 

LQGA^TOF' LAKF STTTOTfP^ 

^OVNSHEP • - 

ETS^ETC™- ALOOMA 

M™ LON^ • '"V "vr? 

vTrj^-p . ^ <-v-"- 

S^- - 



SOIPC^: T '0E 



SPECIES 



N MTRE 



( VP^) 



LENGTH (CM) 
MEAN Mil MAX 



(ftM) ^> MEAN '' y 
MW LIMIT LTPIP 



HAIFBOV; 
PTSOOWT 



■' 1 
1 ' 






*T1 






r 



/o p 2 ^3.0 
/I 7 . 2 tr °.^ 
2° . r / r . 2 



1"?o 

*" "XT. 



r,n 2. r 

E ^ 1° . r 



ON TAMO MINISTRY uf T!iL [JigV I RONHENT 
L A 3 R A TO R Y SE RV I C E S 3 RAN CU 

PARAMETER: PCB LOCATION: LAKFj L.SUPERIOR#fc SUBLOC: MR 

TOWH SHIP: L . S U P £ R I OP. 

DISTRICT: ALCOiMA 

LAT/LOWG: 4 6 53/8 4 30 REGION: NE 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 200 PPB SEX: - 

SPECIES 14 PCB (PPB) LENGTH (CM) ,7T.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

RAINBOW 3 447 100 740 42.0 35.0 46.0 70 0.0 0.0 



POLLUTANT: FC3 



TISSUE: WHOLE PISH 
LIMIT: 2000 



SPECIES 



ONTARIO MINISTRY OF TH3 EWIRONTtEF' 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR;/ 6 

TOWNSHIP: - 

DISTRICT: &LGOMA 

LAT/LOMJ: 4657/8441 

Y AR: 1077 
RP3 SEX: - 



SOURCE: MOE 



N PCB ( PPR) 
mm "'IN MAX 



LENGTH (CM) 'T.(GM) > MEAN:' 
MEAN MIN MAX K5AR LIMIT LIPID 



240 140 



;oo 



17.3 15.0 20.0 



30 0.0 4.9 



POLLUTANT: MIEE7 



TISSUE: WHOLE PL 
LIMIT: 100 ?PE> 



SPECIES 



ONTARIO MINISTRY OR THE ENVIRONME NT 

LABORATORY SERVICES BRANCH 

LOCATION: LAX : : SUPERIO ./.'■ 

TO'RISHIP: - 

DISTRICT: ALGOMA 

LAT/LONG: 4.657/8441 

YEAH: 1977 
SEE: - 



SOURCE : MOE 



N ^IRE ( PP3) 

■• aUSf MIN JVC' 



E EGTII (CM) T :T.(GM) fs> IIEAN ,' 

mean ein iw: mean limit lipid 



SMELT 



ND ND 



kd 17. 3 15.0 20.0 



30 0.0 4.9 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 



PARAMETER: PCB 



TISSUE: 
LIMIT: 



MUSCLE 
2000 



PPB 



LOCATION: 

TOWNSHIP: 

DISTRICT: 

LAT/LONG: 

YEAR: 

SEX: - 



LAKE SUPERIOR#7 

BATCHAWANA 

ALGOMA 

4653/8430 

1973 



REGION: 
SOURCE: 



NE 
MOE 



SPECIES 



N PCB (PPB) LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN MIN MAX MEAN 



% > MEAN % 
LIMIT LIPID 



CISCO 

L. TROUT 

WHITEFISH 



143 
400 
200 



80 

400 

60 



220 
400 
340 



37. 3 
50. 7 
46.1 



25.9 
48. 3 
43.4 



41.7 
53.1 
51.1 



663 
1466 
1161 



0.0 
0. 
0.0 



0.0 
0.0 
0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE SUPERIOR! 7 

TOWNSHIP: BATCHAWANA 

DISTRICT: ALGOMA 

LAT/LONG: 4653/8430 REGION: NE 

TISSUE: MUSCLE YEAR: 1974 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) WT.(GM) % > MEAN % 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

56.6 48.5 65. 5 1978 0.0 0.0 
46.4 46.2 46.5 1199 0.0 0.0 



L. TROUT 


6 


403 


80 


6 40 


WHITEFISH 


2 


41 


40 


42 



PARAMETER: PCB 



TISSUE: 
LIMIT: 

SPECIES 



MUSCLE 
2000 



ONTARIO MINISTRY OF THR ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIORLY SUBLOC: BB 

TOWNSHIP: L.SUPERIOR (BATCHAWANA BAY) 

DISTRICT: ALGOMA 

LAT/LONG: 4653/8430 

YEAR: 1976 SOURCE: MOE 

PPB SEX: - 



N PCB (PPB) LENGTH (CM) V'T.(GM) jC > MEAN $ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



862 



160 1400 53.1 27.0 63.0 1789 0.0 0.0 



ONTARIO MINISTRY OF THE ENVIRONMENT 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 



LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERI0R//7 

TOWNSHIP: - 

DISTRICT: ALGOKA 

LAT/LONG: 4653 

YEAR: 1977 
PPB SEX: - 



SOURCE: MOE 



SPECIES 



N PCB ( PPB) LENGTH (CM) VT.(GM) <> MEAN £ 
MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT * 20 341 71 1670 57.0 43.0 71.0 1695 0.0 6.9 
* SIZE SPECIFIC CLASSIFICATION AVAILABLE 

SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
L. TROUT 



<6 



SISE RANGE: (INCHES) 
6-8 8-10 10-12 12-14 14-16 18-22 22-26 26-30 >30 



A 



A 



A 



A 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION > 2000 PP3 
LATA NOT AVAILABLE FOR THIS SIZ. 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABOi'vATGitY SERVICES BRANCH 

LOCATION: LAKE SUPERIORS? 

TOWNSHIP: - 

DISTRICT: ALGOMA 

LAT/LONG: 4653 

YEAR: 1977 
SEX: - 



SPECIES 



SOURCE: MOE 



N MIRE}: ( PPB) 
MEAN MIN MAX 



LENGTH (CM) V'T.(GM) '> MEAN $ 

MEAN MIN MAX MEAN LIMIT LIPID 



L. TROUT 



20 



ND 



ND 



ND 



57. C 43.0 71.0 1695 CO 6.9 



• 



ONTARIO MINISTRY OF THE ENVIRONMENT 
LABORATORY SERVICES BRANCH 

PARAMETER: PCB LOCATION: LAKE SUPERIOR// 7 , SUBLOC: PR . 

TOV.TTSHIP: L.SUPERIOR (PANCAKE RIVER) 

DISTRICT: ALGOMA 

LAT/LONG: 4653/8430 

TISSUE: MUSCLE YEAR: 1976 SOURCE: MOE 

LIMIT: 2000 PPB SEX: - 

SPECIES N PCB (PPB) LENGTH (CM) V. r T.(GM) fo > MEAN # 

MEAN MIN MAX MEAN MIN MAX MEAN LIMIT LIPID 

RAINBOW 11 113 40 300 53.4 39.0 64.0 1227 CO 0.0 



POLLUTANT: PCB 



TISSUE: MUSCLE 
LIMIT: 2000 


PPB 


YEAR: 
SEX: - 


SPECIES 


N 


PCB 
MEAN 


( 

MIN 


PPB) 
MAX 


L. TROUT 
SI SCO WET 


15 
* 13 


802 
1448 


2 
98 


2720 
J 56 



ONTARIO MINISTRY OF THE ENVIRONMEN1 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 7 
TOWNSHIP: RYAN 
DISTRICT: ALGOMA 
LAT/LONG: 4700/8500 
1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) 
MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



54. 3 48.0 62.0 
52.5 47.0 65.0 



1400 13.3 11.4 
1354 15.4 14.7 



SIZE SPECIFIC CLASSIFICATION AVAILABLE 



SIZE SPECIFIC CLASSIFICATION: PCB 



SPECIES 
SISCOWET 



<6 



6-8 



SIZE RANGE: (INCHES) 
8-10 10-12 12-14 14-18 18-22 22-26 26-30 > 30 



B 



b 



A PCB 
B PCB 
- PCB 



CONCENTRATION < 2000 PPB 

CONCENTRATION "> 2000 PPB 

DATA NOT AVAILABLE FOR THIS SIZE 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIORS 

TOWNSHIP: RYAN 

DISTRICT: ALGOMA 

LATAONG: 4700/8500 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 


N MIREX 
MEAN 


( 
MIN 


PPB) 
MAX 


LENGTH (CM) 
MEAN MIN MAX 


WT . ( GM ) 
MEAN 


%> MEAN * 
LIMIT LIPID 


L. TROUT 
SISCOWET 


15 ND 
13 ND 


ND 
ND 


ND 
ND 


54. 3 48.0 62.0 
52.5 4 7.0 6 5.0 


1400 
13 54 


0.0 11.4 
0.0 14.7 



POLLUTANT: PCB 



TISSUE: 


MUSCLE 




YEAR: 


LIMIT: 


2000 


PPB 


SEX: - 


SPECIES 


N 


PCB 


( PPB) 






MEAN 


MIN MAX 


L. TROUT 


28 


1124 


92 356 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 7 
TOWNSHIP: RYAN 
DISTRICT: ALGOMA 
LAT/LONG: 4 70 0/8 500 
1976 



SOURCE: MOE 



LENGTH (CM) WT.(GM) *> MEAN ? 

MEAN MIN MAX MEAN LIMIT LIPID 



92 3560 53,5 47.0 65.0 1379 14.3 13.0 



POLLUTANT: MIREX 



TISSUE: MUSCLE 
LIMIT: 100 PPB 



ONTARIO MINISTRY OF THE ENVIRONMENT 

LABORATORY SERVICES BRANCH 

LOCATION: LAKE SUPERIOR* 7 

TOWNSHIP: RYAN 

DISTRICT: ALGOMA 

LAT/LONG: 4700/8500 

YEAR: 1976 
SEX: - 



SOURCE: MOE 



SPECIES 



N MIREX ( PPB) LENGTH (CM) WT.(GM) 

MEAN MIN MAX MEAN MIN MAX MEAN 



%> MEAN % 
LIMIT LIPID 



L. TROUT 



28 



ND 



ND 



ND 



53.5 47.0 65.0 1379 0,0 13.0 



SH 

1 M 
( 



